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KEWANEE 





Steel Boilers 


The riveted steel construction 
which has been our practice since the 
first Kewanee Boiler was built, has 
surely been “time tested.” For more 
than 30 years we have been building 
boilers of steel—riveted together — 
and in that time none of them have 
worn out. 


Other forms of construction may be as 
good, but you can’t know they are as good until 
they have stood a test of time equal in length 
to the proved life of a Kewanee. 


Big Ships, Big Bridges, Big Locomotives, 
Big Buildings — all are constructed of 
riveted steel. Doesn’t this indicate the 
worth of steel plus rivets. 


KEWANEE BSILER COMPANY KEWANEE, ILLINOIS 


Atlanta, Ga Cincinnati, Ohio BRANCHES — . - New Orleans, La 
Birmingham, Ala Cleveland, Ohio Philadelphia, Pa. 
Boston, Mass. Dallas, Tex El Paso, Texas Los Angeles, Calif. Pittsburgh, Pa. 
Charlotte, N. C Denver, Colo Grand Rapids, Mich. Memphis, Tenn. St. Louis, Mo 
Chattanooga, Tenn. Des Moines, Iowa Indianapolis, Ind. Milwaukee, Wis. Salt Lake City, Utah 
Chicago, Ill. Detroit, Mich. Kansas City, Mo. Minneapolis, Minn. San Antonio, Texas 


San Francisco, Calif 
Seattle, Wash. 
Spokane, Wash. 
Toledo, Ohio 
Toronto, Ont., Can. 
New York City, N. Y 


STEEL HEATING BOILERS, RADIATORS, WATER HEATERS, TANKS AND WATER HEATING GARBAGE BURNERS 
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The First Declaration 
of Independence 
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In May, 1775 the people of North Carolina 
assembled in Convention at Charlotte, by a 
series of resolutions, repudiated the British 
Crown and organized a_ local government. 
This was about thirteen months before the 
general declaration was made by the Con- 
tinental Congress. 
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It does not take the plumber long to declare 
his independence once he starts installing the 
VQGEL line of Frost Proof closets. Profits 
come quick and the VQGEL line serves to bring 
customers to the plumber’s door when other 
plumbing material is needed. 


See your jobber at once—then you will be 
able to declare your independence. Ci 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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Wolverine Back Water Valves 


ONSIDER the Back Water Valve — its combination features of Rubber Ball Float and 
relation to personal and communal health Cast Brass Closable Strainer or Itmergency 

and welfare. The filthy residue deposited in Shut-off. 
basements, garages, etc., from flooded sewers and 
prolonged rains are a menaee absolutely prevent- 
ed by WOLVERINE BACK WATER VALVES. 
Made in three styles :— All inside parts made of cast brass, easily taken 
For Soll Mice oc Tile with Rubber Ball Flea, *P*** to" cleaning. Body heavily japanned iron. 


Combination Pattern for Soil Pipe or Tile with 


Special Pattern for Soil Pipe only with self-closing 
Copper Ball. 


Prevention is Better than Cure. 
We sell the Retail Plumbing Trade Exclusively 


WOLVERINE BRASS WORKS 


JU Oat ut ea¢ t ane - 


GRAND oe » MICHIGAN 
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DRY | VALVE 
BASEMENT AUTOMATICALLY CLOSED 
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For Ferrules or 
Roof Flashings 


specify 


MIDLAND 





Then you can be sure you are getting only 
the best. None but the finest grade of 
brass goes into MIDLAND products, and 
only the most approved designs are used. 
Ferrules are made in straight, bend, flared 
end and reducing patterns. Roof Flash- 
ings come in 2 patterns—the all lead one 
piece, and galvanized iron. 


MIDLAND METAL goods are made care- 
fully and inspected carefully. 











MIDLAND METAL MFG. CO. 


Kansas City, Missouri, and *Newark, New Jersey 


*Newark plant manufactures Roof Flashings only 


MIDLAND METAL MFG. CO. 
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A New and More Beautiful Lavatory Fixture 


coo ce 


Far Above the Commonplace = 





Designed for “ye increasingly popular integral supply nozzle and 
concealed brass spout under the hood lavatories, this new DECECO 
ALL-WHITE ¢ HINA FIXTURE sets a new standard in lavatory 
cleanliness, permanency and beauty 
DECECO PATENTED ALL-WHITE CHINA OVERLAP HANDLI 
CONSTRUCTION concealing the valve-stems and the recessed over 
EPP ing china waste knob which covers all metal whether waste i 
en - closed, make possible this ideal fixture with NO EXPOSED 
Wis rA 
If you would avoid the commonplace fixture with the tarnished brassy 
valve-stems so distinctly out of place on a clean white china lavatory, 
insist on DECECO ALL-WHITE CHINA FIXTURES. No other 
can match the appeal of their All-White China Beauty. No ether 
can supply the REAL All-White demand 
Your jobber can supply DECECO ALL-WHITE CHINA FIX 
TURES for any type of integral spout or spout under the hood lava 
tory, at little, if any, additional cost. 


THE DECECO COMPANY 
76 BATTERYMARCH ST. BOSTON 


DECECO 


ALL-WHITE CHINA FAUCETS and FIXTURES 


NO METAL EXPOSED, UNBREAKABLE FROM USE OR HOT WATER 





There is only one All-White China 
Overlap Construction — DECECO 
—There is no substitute. 
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Look for the 
Name “TRIMO” 


Stamped on 
Every Wheel 


DOMESTIC ENGINEERING May 8 


TRIMO 


PIPE CUTTER 





Read Why It Is Far 
Ahead of Any Sim- 


ilar Tool 


No plumber or steam-fitter will find so many mechan- 
ical advantages in a PIPE CUTTER as are crowded 
into the TRIMO. Count them—they reveal the high- 
est skill and ingenuity in the art of expert tool-making. 


1) The TRIMO can be used with one cutting wheel 
and two rolls or three cutting wheels. It’s really two 
tools in one. (2) Drop-forged frame guarantees strength. 

) There are no threads in the frame or roll block to 
wear out. (4) Screw handle is easily adjusted by an 
insert-nut and the latest mechanical improvement is 


5. The New THIN Wheel 
That Cuts Quicker, Cleaner and Easier 


The cutting efficiency and speed of this new THIN 
wheel appeals so strongly to any mechanic over the old, 
thick, quickly-dulled wheels that we warn you to look 
for the name ‘‘TRIMO” which is stamped on every 
wheel. 


Insist on the TRIMO Pipe Cutter and 
TRIMO Wheels at your plumbing and 
mill-supply store. Accept no other. 


TRIMONT MFG. CO. 


Roxbury st Mass. 


Makers of Superior Plumbers Tools 
for Nearly 40 Years 
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By refinement m design 

which eliminated 
complicated mecha 
nism and cumber 
some appearance, 
then improved all es- 
sential tactors~ G-l 
engineers have pro 
duced the outstand 
ing pump motor for 
yourevery need Here 
isthe RSA 


Type RSA_ Single 
Phase repulsion in- 
ductio n Lae Y 1tOor—sizes 


V6.4, 142,44, L hp 











G-E Motorized Power for Pumping 





G-E Motorized Power 
for pumping is more 
than a motor—it is a 
practical and eco- 
nomical application of 
electric power. “Built- 
in” or connected to 
pumpsit provides last- 
ing assurance that you 
have purchased the 
best. 


Specify G-E Type RSA 
motors. The pump 
manufacturers will co- 
operate with G-E 
engineers in wb 
Ie care of your needs. 












( _, 


The G-E Type RSA motor is more than a motor. It 
represents thirty years of research, refinement and im- 
 provement—G-E Motorized Power now fitted to your 
electric pump needs. 
When you install a pump with this motor your cus- 
tomer will get a quick-starting, smooth-running plant 
which will keep on pumping day in and day out. That 
is what builds your reputation and brings you more 
business. 


Pump manufacturers use the G-E Type RSA motor as 
standard equipment because they know that electric 
pump performance depends on the motor. The com- 
bination of a good pump equipped with G-E Motorized 
Power provides lasting assurance that you are giving 
your customer the best that his money will buy. 


MOTORIZED POWER 
for Pumping 











GENERAL ELECTRIC 


FRACTIONAL HORSE POWER MOTOR SALES’ DEPARTMENT, FORT WAYNE, INDIANA 
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For years the name BIGNALL has stood for 
satisfied customers to profit-making plumbers. 
When you handle our goods you can be sure of 
doing a good job well-—thereby insuring your own 
prestige. And a reputation for high grade work is 
the best possible recommendation on new business. 
The accompanying illustrations show you some of 
our products. You can find a more complete line in 
Domestic Engineering Catalog Directory—or write 
us for literature. 


Ask your jobber to show you Bignall Plumbing Specialties. 
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A shower bath— great to revive the lagging spirit on a sultry, 
sticky summer day. After hard play, or hard work, it refreshes, 
soothes and cools. 


Sell your customers the means for this summer comfort. 
The Hotstream Automatic Storage Set, at reasonable cost, 
gives any home ‘“‘Hot Water Service 24 Hours a day.”’ 


The ‘“‘Thermowell’’, which is included 
at no extra cost, enables you to attach 
the Hotstream Automatic Storage Set 
to any tank, new or old. Any Plumber 
who can connect an ordinary heater to 
an ordinary tank, can assemble the Hot- 
stream System in the same time. The 
“‘Thermowell”’ eliminates the difficulty of 
properly installing a Thermostat in the 

- new Hi-Lo tapped boiler. 








Your market includes not only new jobs 
but also old installations, as the Hot- 
stream can be installed without the neces- 
sity of purchasing a new tank, if your 


cust 1 d h We sell the Thermostat, 
stomer already has one. “Thermowell”’ and Hot 
’ stream Automatic Draft 
Write for complete information Regulator separately. The 
Discounts are extremely liberal. “Thermowell” may be 


used with any Thermostat. 


List Price Separate 
Units 


Thermostat $12 
‘‘Thermowell” $2 
Draft Regulator $2 











THE HOTSTREAM HEATER COMPANY 


‘‘Makers of Heaters That Heat’’ 
Cleveland, Ohio 


BRANCH OFFICES: 


New York, 210 E. 45th St Toronto, 269 W. Richmond St Chicago, 627 Washington Bidg. Denver, 1715 California St. 
Detroit, 1045 Wayburn Ave., San Francisco, Rialto Bldg. Philadelphia, 892 Drexel Bldg Cambridge, Mass. 491 Main St 


Ge eS eh rpee cay, 737 
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The Kind of Equipment that Helps 


to Sell Houses 


The PACKO Automatic Hot Water Storage System is something more 


than an efficient water heating outfit 
lifts a house out of the ordinary, marks it as modern 


it is one of those things that 


and enhances its 


appeal to the prospective purchaser as much if not more than any other 


item of special equipment you could use. 
Standard in 20, 32, 42 and 52 gallon sizes. 
copper preferably 


Let us 


Manufacturers of “Kantleak” 
Galvanized and Copper 
Boilers 


BAILEY-FARRELL MFG. 
co 


RIVERSID 
BOILER WORKS, Arc: 


CAMBRIDGE, MASSACHUSETTS, U.S.A. 
New York Office: 210 East 45th Street 


Distributors 
Pittsburg, Pa. 
Huntington, W. Va 
Charleston, W. Va. 


quote you —on 


or on galvanized “Kopsteel’’, if necessary. 


Manufacturers of “PACKO” 


Automatic Storage 
Systems 


THE WALWORTH-OHIO 
co 


Distributors 
Cleveland, O. 


Erie, Pa. 


Youngstown, O. 








The PACKO equipment con 
sists of a well-insulated copper 
or galvanized ‘‘Kopsteel”’ tank, 
in which the water is stored for 
future use, On the side of a 
tank is a copper coil gas water 
heater, the pilot light of which 
is continually burning. Above 
the gas heater and in the riser 
line is a wonderful automatic 
device called the “‘Klixon’’ Con- 
trol. This clicks on, turning on 
the gas when the water in the 
tank drops below 140 degrees. 
It clicks off when the water in 
the tank goes over 140 degrees, 
It is a loyal, faithful servant, 
rendering the owner a constant 
supply of hot water without 


bothering him at all. 


The PACKO is very readily 
installed by any local plumber. 
Only three connections are neces 
sary —hot water, cold water, 
and gas supply. It is shipped in 
a heavy box, right to the job. It 
thus reaches its point of destina- 
tion with its ename| gray heater 
and its good-looking gray tank 
in good condition, 
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MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 FULLERTON AVENUE 


CH1CAG® Iin., 
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HARRY G. NYE 


To the Plumbers and Steamfitters 
Of the U. S. A. 4 


Friends, 

Not long ago a man in a strange hotel opened a bathroom door by mistake 

and found a lady. "Excuse me," he said, "but is this the dining-room?" "Of 
course it isn’t!" she shouted. "Do I look as if I were dressed for dinner?" 
"Well," he said, " I wasn’t sure. You know how the styles are." 


I don’t believe this story, although it was told me by a plumbing supply 
salesman, so I ought to believe it. And I am not going to knock the ladies for 
the way they dress, or don’t. Bless their hearts, they can put on as much as 
they like and take off as little as they please. 


It is all the same to me. My eyesight isn’t very good, anyway. It hasn’t been 
able to stand the strain of these last few years. I have to wear thick lenses, 
and, if my wife had her way, I would wear smoked glasses. I can’t see anything 
wrong with the styles in women’s clothes, darn it. 


What I am trying to say is that there are a lot of cotton and woolen goods manu- 
facturers who haven’t been able to stand the strain, either. A stenographer now 
doesn’t like to wear anything heavier or less expensive than silk; and say "calico" 
to a hired girl and she’ll say, "What’s that?" 


What has that to do with the plumbing business? Lots. This: Thank all the 
Greek gods from Ajax to Zeus that you are not in a business that can be put on 
the rocks by a bobbed—haired sales-—person who says, "Oh, my dear, they’re not 
wearing them anymore." People can get along without rouge, but not without 
plumbing. 


If some fellow comes around with a long face, it is probably because he is 

selling violet perfume, when the ladies have suddenly switched to eau de punkinvine. 
While styles in plumbing have changed, too, it has been the change of progress, 

and not the change in a whim, or a him, or a her. “ 


Remember you are doing an essential service in an essential commodity. If 
someone tries to talk to you about "conditions" remember that the plumbers, will 


be doing business at the old stand when all the corset manufacturers are in the 
county poor house. 


Be glad you are in a good business. It will help to keep your business 
good, and Oh, yes, — Nye Tools will help a lot. 


Good luck! 


Wary 4 KE 





Nye Solid 3-Way Stock 


his stock is a one-piece casting 
ontaining 3 die boxes and 3 bush- 





ings Regularly equipped with 

Yo. 1 Nye Dies, %-, %- and 1- 

inch. Can also be furnished with 

stnaller sige dies when specified. This letter copyrighted 1926 
Net price, complete with 3 Nye The tools you swear BY and never AT. by Harry G. Nye 


Skip Tooth Dies, $10.50. 
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Supply & Waste Equipment 


—truly a most important item and one that must be either 
greatly appreciated or merely tolerated for years to come. 






Standardize on FROST Equipment—the result of 25 years 
of engineering skill and experience. 


THE FROST MANUFACTURING CO. KENOSHA, WISCONSIN 
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(@elween Ourdselved. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


N THE FRONT COVER THIS WEEK WE 
show a scene from the great new Field Museum in 
Chicago. There’s everything in that marvelous 
building, from the jaw-bone of some prehistoric animal 
with a name that would cripple my typewriter if | tried 
to write it down, to the two life-sized elephants in the 
picture who look as if they had been frozen into their 
present attitudes right in the middle of what was prob- 
ably “the battle of the century” in their jungle. Even 
stuffed elephants, and the dinosaur, the plesiosaurus 
and the ichthyosaurus must be kept warm. If you had 
been in the building the day | was, with a stiff north- 
east wind blowing in off Lake Michigan, you would have 
appreciated the job of keeping that mammoth building 
heated. I don’t know what sound an elephant, or any 
of the other big fellows there, makes when comfortable. 
But if they all purred, as a cat does, you wouldn’t have 
been able to hear yourself think because it sure was com- 
fortable in spite of the wind that was whipping around 
the corners of the building at express speed. The in- 
stallation is described in the article, ‘‘Heating a Mammoth 
Museum.” 


; hee FIRST LESSON THEY GIVE ANYONE 
on a typewriter is the writing of “Now is the time 
for every good man to come to the aid of his party.” 
With reference to the scholarships established at Car- 
negie, now is the time for every good man—and equally 
every woman—connected with the industry to give a 
practical demonstration of his or her faith in this indus- 
try of ours and its tremendous and honorable oppor- 
tunities for service and advancement. These two scholar- 
ships are open only to the sons of master plumbers. 
There ought to be some real competition for the privi- 
lege of receiving the splendid course of training which 
has been mapped out. Wives of master plumbers, 
mothers of boys who are at the age when they must 
choose their life work, can do much to help them to 
decide to carry on the good work commenced by the 
head of the family. It is a good work—and the train- 
ing which these boys will receive in the technical and 
business aspects of the industry will place them on a 
level with college men in any line. Read the article this 
week entitled, “Time Approaches for Scholarship Ex- 
"and note the complete course of training 
vlich will be given. We give all the details necessary 
a boy who wants to take advantage of this oppor- 
uity, which marks a big step forward in preparing to 
cet the industry’s future need for trained men. 


a!inations,’ 


RESIDENT HENRY E. LONGLEY FUR- 

nishes a striking example of the mutual benefit of 
association work. At a recent convention he said that 
he had drawn much personal good out of his association 
work. It is to be remembered that Mr. Longley is 
already a successful operator in our industry. At the 
same time, much good is apparent to the associations 
which have had the privilege of hearing him during his 
tour of the country. He brings the sure touch of the 
man who has secured a broad view of the problems ot 
his industry because of his contact with its striving tor 


betterment in all sections of the country 


~~ LAST 5 PER CENT OF EXCELLENCE” 
is the title of the story by Milt Marvels this 
Milt says that most people can do a job well 
But those who do the little more 


week. 
enough to “get by.” 
that makes a job stand out are fewer in number. It’s 
that last effort, that last “5 per cent of excellence,” which 
brings a job up to the point of perfection. Mult gath 
ered the material for this story from one of the repre- 
sentatives of Your Weekly who came back from a con- 
vention and spoke enthusiastically about a business which 
was conducted with a willingness to go just a little far- 
ther than might be strictly necessary in order to assure 
perfect satisfaction. They discussed the policies of thi 
particular firm and the result was that Milt punished his 
typewriter vigorously for several hours. 


M! IRE CONVENTIONS. TWO OF THEM 
this week and a second story on the Texas con 
vention covering papers read and talks made which we 
couldn’t fit into last week’s issue. The writer has just 
spent an interesting time going through the reports of all 
of the 1926 association conventions. It’s when they are 
gathered together and read in that way that one can really 
appreciate what a tremendous amount of information 
they contain and what a lot of help there is in them for 
the man who follows them carefully. Every topic of 
interest to the industry, every problem which you are 
thinking about when you lie awake nights, is discussed 
by men who, like yourself, find them vital to the success- 
ful conduct of their businesses. Don’t miss reading the 


convention reports. They trace the progress of your 


bur 25h 


industry. 
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ToEDS 1’ TO 2’ PIPE THREADERS 
wi HAVE NO EQUAL 





You will find no more efficient 1 to 2 in. pipe threading 
devices, than these two ‘‘TOLEDO’’ models. For more 
than twenty years they have been recognized by exper- 
ienced operators as the last word in threading tools at any 
price. 













Compare these new low net prices with other 1 to 2 in. 
threaders and you will realize the remarkable value now 
offered in these two tools. 








“The ‘Toledo’ No.1A is the The same sturdy, dependable, easy operating tools that 
best pipe threader we have are now fitted with special long taper pins, permitting 
ever used in our 18 years’ the cutting of over or under-size threads as well as stand- 






experience.”’ ard threads. 
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Ov erhead The cost of doing business i is high. In 


many cases, it is alarmingly high, 

or Profit whether we speak of the manufacturer, 
the jobber or the master plumber and heating contractor. 
Many point out that it has increased considerably in the 
lat few years and are searching for ways in which to 
In fact, it was some such thought that in- 
stituted the well known drive for more and more volume 
the chase which slashed prices and apparently had as 
its motive, volume whatever the cost. The idea, of 
course, was that the more the volume, the less the over- 
And the general idea was right, in that it is possi- 
to increase the volume of business without 


cut it down. 


head 
ble, 
increasing greatly the actual dollars and cents overhead. 


often, 


This, in turn, reduces the percentage of overhead. 

We think, though, of the remark of one veteran in 
the industry that 
nevertheless 


thin, perhaps, but 
We 
do not refer to the above economic principle as a theory, 
but we feel safe in saying that it has not 
worked out so well in practice in the plumbing and heat- 
The fault, of course, has been with the 
practice, not with the principle. In order to cut down the 


“there is a line 
definite, between theory and practice.” 
necessarily, 


ing industry. 


percentage of overhead and, thus, the cost of doing busi- 
ness, many have increased volume, but, to do so, have cut 
prices to the point where what they have saved in over- 
head they have more than lost in profits. 

\fter all, the dollars and cents profit is what counts, 
not the percentage of overhead. And this statement does 
not minimize the importance of overhead, either. 


B-Grade Pot- 
tery Sales 


the 
interfering seriously with the sale of quality ware. It 


Last October most potters 


started to mark their B-grade, 


or cull, ware. This action was 


taken because sale of inferior, defective ware was 


was difficult, in many cases, to detect the inferiorities 


for a certain type of business 
for and 


As long as this was possible, 


possible, therefore, 


man to substitute B-grade ware \-grade ware 


get away with it. com- 
etition in the pottery business, among manufacturers, 
plumbers, was the 
Price-cutting was prevalent. The whole industry was 


And, so, manufacturers agreed to mark their 


jobbers and master not cleanest. 


attected. 
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B-grade ware in such a way that it could be easily 
distinguished from A-grade, or regular selection, ware 


That was last October. It is interesting to check ovet 


figures on shipments and on orders received prior to and 
since that time. For instance, in July, 1925, the net 
orders received for all patterns of B-ware called tor 


49,866 pieces, and shipments amounted to 54,902 pieces 


That was when it was possible, for those who wanted to 
B for A ware 


when, at least, no prominent marking 


do so, to substitute without detection, o1 


s stamped the ma 


terial as defective. 

In October, the month in which the problem came to 
a head and culminated in the decision to mark the ware 
55,689 pieces of B-grade pottery were ordered ane 55,- 
26 We might assume that this represented the 
without mark- 
\-grade 


at good figures, 


2 shipped. 
last chance for the buyers to get b-ware 
At any rate, while orders and shipments of 
ware continued, after that, to hold 
of B-grade ware slumped off very noticeably. In De- 
election 


ings. 
thi mse 


cember, for instance, a good month for regular s 


ware, only 21,837 pieces of B-ware were ordered and 
36,548 shipped. 

To make the comparison clearer, 12 pieces of regular 
selection ware were ordered to lof cull ware in Decem 
ber; in October, the ratio was only 4 to 1. 

i abor The unprecedented building activity of 


ss the last two years has been unusually 


Agitation free from labor troubles 


eral industry has been marked by harmony between em 
the funda 


in’ fact, yen 


ployer and employe. This has been one of 


mental reasons for the prosperous condition of business 
Now, some of the building trade unions are 
mands for higher wages and 
New York and Cleveland, particularly 
fact that wages ar 


making de 


shorter hours. In Chicago 


such labor agita 


tion exists. It is a generally accepted 
high now. Should they building 
will be increased to the point where, will he 
Many contemplated projects will be dropped 
ettlement 


go highe r. the cost of 


some say, it 


prohibitive. 
\lready many have been held up, pending the 
of current disputes. It is difficult to unders 
labor demands, in the light of the excellent position labor 


now enjoys and in view of the fact that commodity 


tand these 


prices, as a whole, show a downward trend. 








Popular Kirkwood Man Leads Missouri 




















William M.Daly 


KIRKWOOD MoO. | 


President, -Missouri State 
Association of cMaster Plumbers 
1926-27 








The first trading post om the site of the present St. Louis, established by Pierre Laclede Feb. 15, 1764 
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No doubt about what's sold here, is there? 


The Last 5% of Excellence 


By MILT MARVELS 


worked 


heard it. I get a line on the firms about whom I write’ thirteen years in one shop and during the last few years 
in a variety of ways. Most often of course all I get is had a one-third interest in it. He worked in the office 
an enthusiastic statement, ‘“‘There’s someone you ought to estimating and handling details For eight years they 
write up,” and then I commence to dig. But this story worked for the same firm, so they know each other. Their 
friendship has its roots in the days when they were ap 


|: GOING to tell you this story pretty much as I for about twenty-seven years Mr. Richardson 


came to me from one of our own men. He had been down 
to the Kansas convention. One day after he had come _ prentices, serving for $3 a week 
into Chicago he swung around in his chair and got off 
an enthusiastic statement about a firm known as Richard- 
son & Oyer who supply heating and plumbing in large 66 NE OF THE things that impressed me,” he said 
quantities to the citizens of Kansas City, Kans. O as I stopped him in his enthusiasm from shaking 

He was so all-fired enthusiastic that I tilted back the salt into his coffee, 
old swivel chair, puffed on the old briar and listened with tween the partners. 
both ears. When lunch-time came we dropped into the duties which gives each of them a chance to do the thing 
nearby emporium which ministers to the inner man and he likes best and knows how to do. And there’s no feel- 


across the table I heard some more about the firm which, ing between them that the other has an easier job. They 
recognize the equal value of management in buying and 


A SPLENDID PARTNERSHIP 


“was the relationship that exists be 
They’ve worked out a division of 


he declared, ‘does things right.” 
“They have been working at the business, each of them, selling and management on the job 
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“Richardson will take you aside and tell you what a 
wonder Oyer is when it comes to superintending the men, 
keeping the work on installations under way going 
smoothly, with the material for each job right there when 
it is needed When one piece of work is finished the ma 
terial is on the next job without loss of time 

“Oyer will take you aside and tell you that there isn’t a 
better man anywhere than Richardson when it comes to 
buying, managing the office end of the business, and 
particularly in the fine art of selling.’’ 

I noticed that this point about the smooth-working 
partnership cropped up frequently in the remarks of this 
representative of ours who had covered the Kansas con- 
vention So I inquired a little about it. He has had 
contact with plumbing and heating organizations over a 
pretty big section of these United States and when he 
makes a point as strongly as he made this one, it usually 
means that he is attaching some importance to it. He 
felt that it wasn’t in the nature of human beings always 
to work well in double harness. Sometimes, he said, one 
partner would feel that the other was having it too easy. 
The man who was out superintending the jobs would feel 
that the “white-collar job’ on the inside was ‘‘soft pickin’.”’ 
But in the case of Richardson & Oyer, the men understand 
the equal importance of their work There is no friction 
because there is no envy 

But there was one point which, above all others, was 
mentioned time and again as we talked over the policies 
of this firm “There isn’t anything exciting about the 
way they do things down there,” said our representative 
“But they have an everlasting thoroughness that they 
carry into everything You know, it’s the last 5% of 
excellence the last little effort over and above what 
others are willing to put forth, that really makes a firm 
stand out 








A Kansas City paper said “The 
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“THE LAST 5% OF EXCELLENCE” 


E’VE ALL noticed that. Whatever a man’s work, 
he is sooner or later classified in accordance with 


what he puts into it. The reason that one man stands out 
above his fellows---the reason that Marshall Field & Co., 
or John Wanamaker, or Paderewski, or Jim Barne or 
jabe Ruth are, in their several lines, top-notchers is be- 
cause they demand of themselves that last 5% of excel] 
lence. The minute they become satisfied with anything 
less, they lose prestige and will very soon be classed with 
the “also rans.”’ It takes only a certain amount of effori to 
do things in a way that will get by and according to psy- 
chologists, most of us use just enough of our brain power 
to get by. It’s the fellow who, when he has done a good 
job, insists on,going on and making it a better job, that 
heads the list. 
“For example,’ 
matter of getting water on the job. The contractor tells 
Richardson & Oyer that the excavation will be ready at a 
certain time. They get the number of the lot, block «nd 
addition. They go to the city hall and take out and pay 


’ 


our representative went on, “take the 


for all the necessary permits. Sometimes they even take 
care of the building permit when that hasn’t already been 
secured, and so save the contractor or owner the time and 
trouble. When they have the permits the water service 
is installed and turned on ready for the stone mason. So 
you see, no one ever has a chance to say that the plumb 
ing contractor is holding up the job. They’re willing to 
go out of their way to please their customers. That kind 
of service tells in the long run.’”’ 

Perhaps you’ll remember that last week I spoke of the 
fact that selling wasn’t confined to that brief time when 
you are actually talking to a prospect and trying to per- 
suade him to make use of your services. Selling is much 


(Continued on Page 62) 





Richardson & Oyer shop is homelike” 

















Georgia Supports “Make a Wholesaler 
a Wholesaler” Resolution 


“HE Georgia State Association of Master Plumbers association is to pay a convention registration fee to help 
met in Savannah, April 26 and 27, and held the’ defray the expenses of the convention. They also passed 
best attended convention in the thirty-four years resolutions to raise the dues from $6 a year to $24 and 
every member to be sure 


of the existence of the association. The Savannah local passed a resolution requesting 


association did Trojan work in making the convention to make every possible effort to 
code passed by the legislature 


have the state plumbing 


successful, and the delegates were very appreciative of its Another resolution passed 
fforts under adverse circumstances. The Savannah as- Was one in which the delegates decided to enlist the aid 
sociation, with only seven members, went right ahead and of manufacturers and wholesalers in legislative and edu- 

tertained the delegates from the state, and scored heav cational progress President Longley lauded this reso 


vith everyone in attendance at the convention lution, 
When the president called on Henry E. Longley, presi 


OFFICERS ELECTED dent of the National Association of Master Plumbers, and 
PYXHE president of the Georgia association, C. J. War- a native son of Georgia, a tremendous ovation, lasting sev 
ner of Atlanta was re-elected. L. R. Newby of eral minutes, greeted Mr. Longley. He is the first south 


Macon was elected vice president, and H. H. Darby of erner to ever hold that oflice, and the delegates wished to 


Macon was re-elected treasurer. The secretary is to be show him their pride in that fact 
appointed. The following delegates to the national con- 
vention in Louisville were elected: C. J. Warner of 


Atlanta; W. Bennett of Macon; C. W. Elsrood of Macon; RESIDENT LONGLEY then spoke of organization and 
co-operation for their own interests, and gave a little 


PRESIDENT LONGLEY SPEAKS 


W. H. Cosgrove of Savannah; T. H. Brittingham of Au 


gusta; H. F. Roller of Macon. story of how a bunch of bananas grow together and how 
The resolutions committee was appointed, and was com- if one is taken from the bunch it gets skinned, and that’s 
usually the way with plumber Unle they work to 


posed of the following: Thomas Stephenson of Atlanta, 
chairman; T. H. Brittingham of Augusta; V. S. Chapman 


of Savannah; L. R. Newby of Macon; Roscoe Rouse of Val- He 
ing the general work it is doing, how much i 


gether they cannot progress 
ociation, outlin 


told of the work of the National 
being ac 


dosta. 
complished, and how the busine is forging to the front 
RESOLUTIONS PASSED und taking its place along with other large interests. He 
FYAHE following resolutions were passed by the conven- urged the men to be more active both in their association 
| tion: The ‘‘Make a Wholesaler a Wholesaler’ reso- and in clubs and politics He said, ‘‘To be better busi 
lution was given whole-hearted support. The delegates ness men have your business and association work at 


o all that the National stands for.”’ 


‘ 


passed a resolution opposing a permanent central office heart and live up 
instructed the delegates He outlined the course that is 
this office. A of Techifology at Pittsburgh and urged men 


for the National association, and given at Carnegie Institute 
to the national convention to vote against who had sons 


resolution was passed by which each member of the state (Continued on Pace 29) 











Georgia State Association of é 


attending the 34th annual convention of the 
Master Plumbers, at Savannah 
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Texas Discusses 
Business Methods 


R. G. Thomas selected 
to serve third term 
as president 


URING the Associated 
Master Plumbers of Texas, of which a general re- 
port was published last week, the dominating point 
to hire a paid field 
work with and among the members in improving business 


annual convention of the 


of interest was the decision man to 
conditions and methods. 
The question was brought to the attention of the mem- 
that the board of 
knew of no way 


bers by President Thomas who stated 
directors had approved such a plan but 
to finance it. Joseph Netzer of Laredo suggested the ap 
pointment of a ways and.means committee to investigate 
the matter and submit a plan. This suggestion was op- 
posed by J. O. Montrief, of Fort Worth, who stated that 
it would be a “long and no adding that 
similar action had been taken in previous years and noth 
ing done. 
settled at once. 

T. L. Benning, of Dallas, reported that the cost of hiring 


a field secretary with subsequent expenses would amount 


ways means,”’ 


It was his opinion that the matter should be 


to several thousand dollars per year, but that it had been 
figured that, by taxing the members per fixture installed, 
than five 
cities of the state. 

A. J. motion 
member be taxed a sum of 25 cents per fixture. 


more enough could be raised in the largest 


that each 
This, 
however, was claimed to be too high in certain instances, 


Coburn of Beaumont made a 


and the motion was passed to give the board of directors 
authority to hire a field man, to be paid from an amount 
derived from taxing the members on the fixtures installed, 
this tax being 25 cents maximum, with a lower tax being 
left to the discretion of the associations. It was 
also left to the associations to arrange a tax for 
those contractors whose work consisted mostly of heating 
or repair work. 


local 
local 
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Top row, left to right: David Meers, Waco; J. B. Hudson, San 
Antonio, and A. J. Monier, San Antonio, secretary of Texas 
association.—Middle Otto Carter, Sweetwater; D. D. 
Robb, Houston, and L. C. Way, EverHot Heater Co., Detroit, 
Mich.—Bottom row: R. C. Malitz, Jr., Houston; W. G. Bergner, 
National Trade Extension Bureau, and 
A. D. Zuefeldt, Dallas 


row: 


secretary-manager, 


MEMBERS MUST KEEP PAID UP 

HE QUESTION of how long a member of the asso- 
t % ciation should be permitted to remain in good stand- 
ing without paying up his dues was vigorously discussed 
and amendments to the by-laws urged. It was brought 
out that under the present laws a member could go with- 
out payment of dues for two years. At this time, the dues 
would amount to more than the cost of rejoining, so the 
in this instance were small. The 
matter was referred to a committee consisting of A. J. 
Coburn of Beaumont, R. W. Chapline of Austin and C. C. 
Linscomb of Austin. This committee drew up a resolu- 
tion to the effect that the Texas association would here- 


chances of collection 
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a ‘er give only six months grace in payment of dues, the 
same time as given by the National association, instead 
the two years it had formerly allowed. This resolu- 
tion was adopted. 
At the opening meeting of the convention which was 
ld at the Hotel Gunter, the address of welcome was 
ven by Joseph Ryan, city attorney,, in behalf of Mayor 
»bin and was responded to by Joseph Netzer of Laredo. 

















lop picture, left to right: A. J. Warren, Galveston; C. M. 


Dismukes, Port Arthur; J. B. Davenport, Waxahachie, and 

J. W. Baker, Breckenridge.—BDottom picture: J. C. Kirkwood, 

San Antonio; G. W. Werth, La Grange, and Arthur C, Johns, 
Jr., Crane Co., Chicago 


Short addresses were also given by National President 
Hi. E. Longley of Wilmington, N. C.; J. O. Montrief of 
Fort Worth, William G. Bergner, secretary-manager of 
the National Trade Extension Bureau; J. O. Fisher, vice- 
president, of Houston; by past-presidents, Joseph Netzer 
of Laredo; J. Madden of Sherman and C. Schuwirth of 
San Antonio, and by C. J. Ormond, president of the San 
Antonio Master Plumbers Association. 

OFFICERS ELECTED 


LL of the 1925-26 officers of the Texas association 
A were re-elected for the ensuing year. They are as 
follows: R. G. Thomas of San Antonio, president; J. O. 
Fisher of Houston, vice president; N. S. Hill of Waco, 
treasurer. The board of directors also remains the same 
as last year. They are as follows: J. O. Montrief of Fort 
Worth; T. L. Benning of Dallas; Joseph Netzer of Laredo; 
J. E. Madden of Sherman, and W. E. Bush of Lubbock. 
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The following committees were appointed for the meet- 
ing: Resolutions: Joseph Netzer of Laredo, E. C. Krim- 
mel of Beaumont, J. W. Hoffman of Wichita Falls; au 
diting: T. L. Benning of Dallas, E. C. Linscomb of Aus 
tin, N. E. Nations of El credentials: S. R. Roberts 
of Houston, J. H. Patterson of Temple, H. E. Hertner of 
Amarillo; memorial: W. E. of Houston, A. T. 
of Waco, Otto Carter of Sweetwater; publicity 
Dallas, W. B Kerrville, R. J. 
Hunter of Corpus Christi; sergeants-at-arms: O. J. Vick 
of San Antonio, J. W. Baker of Breckenridge, C. W. Rich 
McAllen; clerk: W. A. Bush of Lub 


aso; 


Jamison 
Chaney 


Morris Levy of Brown of 


mond of reading 


bock. 


PRESIDENT R. G. THOMAS REVIEWS YEAR IN HIS 


ADDRESS 
N the annual report of the president, Mr. Thomas 
showed a substantial gain in membership with two 


new locals being formed. He stated that the board of 
directors had been in session four times, the biggest meet 
ing having been held in Houston when they were in session 
for two days with manufacturers and jobbers. 

He explained why they had given up the 
deavoring to put a housing code through the last legisla 
ture, but decided instead to put on an educational cam 


paign for the benefit of the public 


idea of en 


work for the association, he recom 


could 


In suggesting new 
mended that a field man be employed 
his exclusive time to the work of the individual members 
that the local associations 


who devote 
and the association as a whole; 
hold regular meetings with the jobbers and manufactur 
ers in order to get better acquainted; that the president 
of the association attend the conferences of the National 
Trade Extension Bureau until a field man is selected and 
installed. 

He also expressed his appreciation of the co-operation 


from the trade papers and the hearty assistance of Na 
tional President H. E. Longley. 
A communication was read asking that the state asso 


ciation co-operate with the National association in plan 
ning the conventions in order that dates would not con- 
flict among organizations making it impossible or 
difficult for national officers and others to attend all meet- 
ings. This was discussed and turned over to the resolu- 
tion committee who later reported: Be it that 
we concur with the wish of the national association except 
that the reserve the right to name 
the day and month— Monday and in April 


state 


resolved 


committee 
that is, 


executive 


Continued on Page 73) 
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Colorado 


Adopts Apprentice 


Program 


Kk. B. Clayton Elected President 


HE Colorado Society of Sanitary and Heating Engi 
neers met at Denver on April 27th and 28th for its 
twenty-ninth annual convention. In a desire to pro 


members endorsed the ‘Make a 
Wholesaler a Wholesaler’’ resolution and the National 


mote the industry, the 
Association program of training apprentices. The plan of 
establishing a permanent office for the National Associa 


tion of Master Plumbers was opposed by the members 


OFFICERS ELECTED 
FYANHE following were elected as officers to serve during 
I the coming year: E. B. Clayton of Denver, president; 
W. EF. Lanyon of Fort Collins 


of Denver, treasurer; 


, Vice-president; H. W. McGee 
William Hensler of Denver, secre- 
tary. E. B. Clayton was appointed delegate to the na 
tional convention at Louisville The place of the next 


meeting was left to the board of directors to decide 


PERMANENT OFFICE OPPOSED 
FYNHE establishment of a permanent office for the Na 
| Wallace 
of Denver, while F. S. Cullyford also of Denver, voiced 
his approval of such an office Mr. Cullyford said that 
he does not claim to be posted on the matter but that it 
eemed to him the National Association had been a band 


tional Association was opposed by John F. 


of gypsies long enough and it was high time for it to 
settle down and live a civilized life. Mr. Wallace pointed 
out that in the 43 years the National Association had been 
in existence, no national board of directors had ever en- 
dorsed or even asked for such an office. This fact alone, 
said Mr. Wallace, is proof that there is no need for a 
permanent office Ile said that he could not understand 
why one should be forced on the officers if they do not 
think it of any special value to them C. Haas, of Colo 
rado Springs, expressed his opinion that the members at 
large were not sufficiently posted on the subject to vote 
intelligently and his opinion was evidently shared by the 











Left to right: Newly elected president, E. 5B. 
Clayton, of Denver, and retiring President 
J. P. Brickey, also of Denver 


majority of those present for less than half of them voted 
on the question. Those who did vote opposed the office 
and the Colorado delegate to the national convention was 
instructed to vote against the office. 

More than three-fourths of the state members met and 
took active parts in the well arranged program which had 
been prepared by State President J. P. Brickey. 

Promptness was the watchword and when Mayor 
Stopleton arrived a few minutes late to make an address 
of welcome he complimented the association for starting 
on time and said that it was the first convention he had 
ever attended that started so promptly. Welcoming ad 
dresses were also made by Dr. Fuller Swift and Mrs 
William Henser of the Women’s Auxiliary. 


COMMITTEES DIRECT CONVENTION 

RESIDENT J. P. BRICKEY appointed the following 
P Credential: T. G. Hendrie of 
Denver; S. Williams of Greeley, and F. Brenzen of Boul 
Moses Stone of Greeley; F. S. Cullyford 
of Denver, and C. R. Cook of Walsenburg; auditing: C 
Haas of Colorado Springs; E. O’Connor of Denver, and E 
B. €layton of Denver; apprenticeship: J. F. Wallace of 
Denver; S. Williams of Greeley, and J. Small of Denver 
standardization: H. W. McGee of Denver; V. A. Kiser of 
Denver, and F. P. Juhl of Linion. 


working committees: 


der; resolutions: 


TELLS OF APPRENTICE TRAINING 
ETER MENZIES, instructor of plumbing business at 
the Denver Opportunity School, gave an interesting 


talk on apprentice training. He quoted from chapters in 
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Left to right: H. W. MeGee, Denver, treasurer of Colorado Society; H. 8S. Lynn, Denver, secretary; 
James H. Johnson, Denver's oldest active plumber; F. 8. Cullyford, Denver, and John F. Wallace, 
Denver 
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the Bible to show that the training of apprentices has 
always been an important problem. 
Mr. Menzies, the master used the lash on the apprentice 
while the modern method of torture is the driving of a 


In olden days, said 


trick. ‘The master plumber is too modern in this respect 
for the good of the apprentice,’ he added. He urged the 
members to take great care in selecting their apprentices 
and said that it is their duty to train young men to be good 
plumbers and not truck drivers. 

Mr. Menzies displayed several charts showing that with 
the natural growth of the country in the next 25 years, 
the industry will have a shortage of approximately 242,- 
(0 men, provided they are not trained any faster than 
at the present time. One of the reasons for this shortage, 
he pointed out, is the new immigration law, which has a 
great effect on all building trades. 

Mr. Menzies’ charts showed that for several years pre 


vious to the world war and in the years 1923 and 1924 
an average of 3,500 trained plumbers entered this country. 
In 1925 only 625 were allowed to enter. It is the duty of 
the trade to train men to replace this shortage, said Mr. 
Menzies, plus the natural shortage, and concluded by say- 
ing that these men must be trained if the industry is to 
survive. 

President Brickey, who is also a national director, gave 
a detailed report of the national organization and told of 
the progress being made by the various committees. 

Dana E. Kepner, state sanitary engineer, gave an inter- 
esting talk on the work of his department. He explained 
the methods used by the state in testing the water of the 
streams and state efforts to keep the streams free from 
pollution. 

F. S. Cullyford, past state president, took as his subject 
co-operation, estimating, competition and profits. He said 
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Official photograph of 
delegates and guests 
attending the annual 
convention of the 
Colorado Society of 
Sanitary and Heating 
Engineers, at Denver 


never had much experience with the last. 


TALKS ON PROFIT 
OSES STONE, of Greeley, took up the profit 
M part of Mr. Cullyford’s talk and in a humorous 
way read the National Association sign of quality, 
Better Installations—-Dependable Service—-The Na- 
tional Association of Master Plumbers of the United 
States, Ine.’”’ Mr. Stone said that he suspected that 
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Top row, left to right: Stephen J. Slattery of Denver, B. Jos. 

O'Donnell of National Trade Extension Bureau and J. M. Boies 

of Fort Morgan, Colo.—Bottom row: George Smith of Denver, 

G. Stocking of Denver and Wm. Hensler, 
Denver 


sergeant-at-arms, 


the “In to many plumbers meant incorporated for non 
profit, in which case, he continued humorously, “They 
Builded Better Than They Knew.”’ He suggested that the 
national slogan be changed to read, ‘‘Deliver value received 
for a fair return,”’ and see if it will influence the 
men to get acquainted with the word profit 
KE. B. Clayton, of Denver, talked briefly on the 
Ladies’ Auxiliary, and B. Joseph O'Donnell of the 
National Trade Extension Bureau, also addressed 
the meeting. Mr. O'Donnell outlined the work of 
the bureau and told in an interesting manner the 
many ways in which the bureau can and will help 
any master plumber for the mere asking. He ex 
plained the bookkeeping system sponsored by the 
bureau, and urged his listeners to use it 
APPROVE IMPORTANT 
RESOLUTIONS 
ESOLUTIONS were 
R pas ed endorsing 
the course prescribed by 
the National A 


to train plumbing instru 
Carnegie Insti 





sociation 


tors at 
tute of Technology 
Pittsburgh, endorsing the 





(Continued on Page 43) 
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Fig. 1—View of the Field Museum, Chicago. Note the height of the 
windows and the exposure to which the building is subjected 
N MANY respects the Field Museum in Chicago is The basement contains the carpenter shop, electricians 7 
heated by a most unusual modern system. Located workroom, plumbing and pipe-fitting shop, machine shop th 
on the lake front and exposed on all sides to the cold printing, binding and press rooms, rooms for the taxi - 
blasts from Lake Michigan, it offered a serious problem dermist and the geological department, lunch room, a lec- to 
to the heating contractor. The 12 large skylights, meas- ture hall, various supply rooms, and a shipping depart pu 
uring 88 ft. x 32 ft., which provide the interior with light, ment. The boiler room, pump room and fan room are 
also the many large windows shown in Fig. 1, provided on also located in the same basement. 
all sides for the same purpose, called for effective heating Radia- 
methods different from ordinary methods. tors, 1,204 in ene oe ee en 
These conditions, together with the fact that the build- number, | rt ora — ~ : 
ing faces north and has no protection on the west or east were in- | Merete | L 
sides, complicated matters greatly The specifications stalled, equal H ‘ F rv \4 
called for the maintenance of a temperature of 69 to 70 to 94,435 sq. i daca ak eau ae os me f 
deg. F. throughout the building day and night. The large ft. of radia- OI 
number of priceless exhibits located in various exhibition tion. Theto- || | : ee ees 
halls and in individual rooms, made an absolute uniform tal number |! | CATO See viv| 
temperature necessary. of sq. ft. in |; ! “9 BOILER “4 | STOKER 
How this unique problem was solved by the use of the the three in- |i | 
simplest heating equipment that could be devised for ee a ‘ - oye ae 
such an important installa- eee ee a a i ‘ a: ! — L/W. P HEADER ; 
tion, is described in the rot OT IT = ‘| [ | : a 1. oo 
following: The building is =. 1 f— | bh) [ 
690 ft. long and 400 ft. a ai iil ! x 4 BOILER%3| STOKER 
wide in the middle. Each ; ! can + a | 4 GAUTO se VALVE | 
: 7 } in Ln ' iei! 10X16" J ‘j 
wing measures 304 ft. in s — : ‘ = ! L_J |[ SE “Pres Re vacve | et 
width The building ma- o Hi { Hy aout pee on 
terial chosen for this im- . 2 —’worors a t ! aed oo | x! 
mense structure is granite. “hall eer a its. = jaa Ota wean ~~ of 
The floor space occupied by LN - oF i _r : p—— fie Mand L are sk 
this building is 275,000 i CH ri = | | ae ns an vi 
sq. ft of MOTORS Ears Gah tamiabos fale LJ [er a di 
Ht (VAC. CLEANING PUMPS, } ; | | a : oe i dD 
—_ i Lh Ch el ee ee 
‘ieee 3 " | 1} —_ 6'AUIO 30. ALVA re 
1 | i a oe | | 2 email | | \e"HP HEADER 
! 7 we ee s%, | [oe P 
' Cssweewssy es | | om s |] — tl 
! a a ——— . 
| _— | \eREEowne, t | | 
- Lo f TL ’ - eee &s direct units installed is 4,237 sq. ft. Comparin ti 
x 7 UI Th this installation totaling 98,672 sq. ft. of radi fi 
ni! Hs a al tion with the famous Wrigley building describ: 
Tae oe) Mace Dey CO%s | é in June 7, 1924, issue of ‘Domestic Engine: 2 
rit LAST COM I ¥ ing,”’ which contained 1,200 radiators with & 
' ' | : total of 52,220 sq. ft. of radiation, or the Stra t 
R| “ «e484 ||| ‘building described in Nov. 15, 1925, issue of i 
— = x — = JT] “Domestic Engineering,’”’ containing slight 
bis ; Wile ~ : = D more than 1,800 radiators and 73,000 sq. ft. 
rs C |! SUPPLY To mate a radiation, all of them heating installations 
: ' ‘|! ; <a major importance, we must all agree that tl 


Fig. 2—Showing plan of the boiler room, pump room, the high and low 


heating job is an achievement of which o 


pressure headers, pressure reducing valve and blow-off tank heating and ventilating contractors may 
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jus'!y proud. We doubt whether any other heating project 
of |\ke nature will equal this in the amount of radiation 
and size of individual units. The average radiator (divid- 
ing 1,204 into 94,435) not counting the indirects, is 80 
sq Many radiators, however, contain over 200 sq. ft. 
of r.diation. In the center, in order to save space, column 
radiation is used exclusively as shown in the center section 
of Fig. 6. 

Keeping the snow melted from the skylights and the 
vision clear, offered a unique problem in heating. The 
radiation installed there to accomplish this is shown in 
Fig. 6. You will note the method adopted in order to 
distribute the heat uniformly. This has proved to be very 
effective during winter months and at no time, even during 
the most severe weather, has snow or ice obscured the 


vision through these skylights. 
THE HEATING SYSTEM IN DETAIL 

XHE ENTIRE building is heated by a vacuum system, 
steam being generated in the power plant located in 

the basement as shown in Fig, 2. Four high-pressure 
boilers, equipped with chain-grate stokers, and connected 
to a 12 ft. smoke stack, furnish steam for operating the 
pumps, the kitchen equipment in the restaurant, the dry 
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nected to the 18-in 
low-pressure heating 
supply An oil 
extractor is placed in 
this line before it en 
ters the heating 
to remove the cylin 
der oil, thus prevent- 
ing it from coating 
the inside of the 
diators and 
pipes or causing | 
trouble in the boilers, 
because all condensa- 
tion to 
the boilers. 


line. 


line 





Ta 
heating ; ( 


is returned 
of the 


return 


section 


3.—Showing a 
the supply and 
piping 


big. 
hanger for 
The 10 in. x 16 in. 
pressure-reducing 
above referred to, 
pressure header running 
pressure header as shown in Fig 


18-in. low 


12-in. 


the 
the 
2. From this header all 


valve discharges into 


parallel with high 
leading to 
Each 


branch line is provided with a valve so that each section 


the branch connections to the heating system 


the various sections in the building are taken off. 


may be shut off independently All the returns 



































II: if |. from the building are brought back to the 10-in 

Ll il 4 | mot return-header, from which they lead to the 

att = ae eee ’ Ef vacuum pumps, installed in duplicate. The 

—s- imp eG ———————E a exhaust from these pumps is also connected to 

_ + : a aie ae 1 the 1§8-in. low-pressure header and the oil re 

3-4 | AF r wos moved in the same manner as described above 
d! i | H us and used for heating purposes 

4 HH es i Lig The blast coils are operated on vacuum also. 

: i! ee The kitchen and laboratory fixtures are supplied 

H et i a, by a separate pressure-reducing valve carrying 

Ales ' i} aan 25 lb. pressure. Supply lines, as well as return 

Peis Tenoid | i! % lines, are carried on substantial hangers and 

jit re 4 i} 5 Sa ee ee, ‘kKee}} separated in a manner that allows sufficient 

. vil ia Ol "I I ff J {| room around each for repairs. A drawing of 
\ ea J i Wi Ey i oP this hanger is shown in Fig. 3 

ie i ea 

ae 1s SUPPLY LINES, RISERS, AND BRANCHES 

é me LL risers are properly dripped, and pro 

big. 4—A plan of the blast coils, supply and return lines and risers A vided with dirt pockets. A valve is placed 

ahead of the trap taking care of the risers, to 


kilns, and the heating and ventilating system. The blow- 
off from these boilers is connected into a blow-off tank, 
shown at F Fig. 2. The boiler-feed pumps, as well as the 
vacuum pumps for the heating ‘system, are furnished in 
duplicate. The duplicate set of house pumps, ir com- 
pressors, and vacuum cleaning pumps, all of which are 
motor driven, are also provided. A 10 in. x 16 in. pressure- 
reducing valve is installed at H Fig. 2, close to the high- 
pressure header, and provided with a by-pass, reducing 
the high-pressure steam from 100 lb. to 10 in. of vacuum 
on the supply side of the radiators. 

This sounds unreasonable but nevertheless it is a fact. 


At no time is pressure carried on the radiators. A de- 
tailed description of how this is accomplished will be 


found on the following pages. 
the boilers a 12-in. high-pressure, extra-heavy 
header ig provided, connected to each boiler by means of 
j-in. bent pipe, properly valved. Before being connected 
to the boiler, an automatic stop and check valve was 
installed which closes automatically in case a boiler tube 
hould give away, thus preventing the steam of the other 
oilers from discharging into the disabled boiler. 

The boiler-feed pumps are installed in duplicate. The 
team used for the operation of all the pumps is taken 
from the high-pressure header and the exhaust is con- 


Over 


allow for the cleaning of the dirt pocket as well as the 
trap. 
Fig. 
line, an eccentric bushing is used 
off the 
radiators they are to serve. 


These drip points are marked with the letter B, in 
2. Where a reduction in size is made on the supply 
All to the 
a point close to the 


Each branch line is provided 


branches 
radiators are taken main at 
with a valve close to the main so that each branch may 


be shut off independently in case of an emergency without 


interfering with any other radiators. This is very im 
portant, because if an entire section had to be shut off 
for any length of time during severe weather, it might 


result in damage or the destruction of some valuable curio 

or exhibit. 
This plan 

heating jobs where a 


all 


sec 


should be adopted more universally on 


possibility exists that certain 
tions may have to be shut off during the heating season 
Too often, only one main valve is placed on a heating job 
which, when shut off in of 
the entire building of heat 

The low-pressure mains feeding all the radiators in the 
This line A at 
south 


case an emergency, deprives 


shown at 
The 


low-pressure 


building, are 16 in. in diameter 
Fig. 2, 
section 


supplies the southwest section only. 
of 14-in. 
heating supply main running parallel with the 16-in. line 
up to a point marked C in Fig. 2, where it is branched off. 


east is taken care by a 
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THE BLAST COILS GENERAL LAYOUT OF RISERS AND RADIATO KS 
jee BLAST coils are independently supplied by the a LOCATIONS of the radiators, risers and 1 


8-in, main, shown at D in Fig. 2 In addition to this are shown in Fig. 5 It will be noted that « 


line, a 6-in. low-pressure upply-main for the lumber of risers and returns serves two radiators. Due 
drying room and a 1's-in. high-pressure main for the enormous height of the windows, nearly all the ra 
kitchen equipment are provided, located on the same are located below the windows In the center co 
hanger, making the piping layout, a compact, neat looking column radiation is used as shown at A, in Fig 
unit and ea of aces These blast coils, two of which upplied by two risers and carrying two returns. 

are shown in Fig. 4 marked A and B, are supplied by Underneath the skylight at B, Fig. 5, in addition 
team from the S-in. low-pressure line, shown at D, Fig. 2. coils placed around the skylights, are three sets of 1 


They are operated on vacuum also. The 8-in. line branches tors. Each set is a unit of 3 radiators and each rad 
off at KE, Fig. 4, and this branch supplies blast coil marked carries its own supply and return line. The placi: 
A, Fig. 4, and continues on to the third unit located in the 9 radiators under the skylights, together with 
another section of the building coils placed around the skylights, prevent the accum 


The fan distributing the air is direct-connected with a ing of snow and ice at all times. 


variable-speed motor. The ventilating ducts leading from Each one of the coils and connections of the lu 
the blast coil are of ample capacity to supply 50 per drying room consists of 6 lengths of 1%-in. pipe 


cent more air for heating or cooling as the case may be 

This was done in order to provide ample capacity should 
, . Bu 2-4 

it become necessary to enlarge the unit at any future bei 


period, The fresh-air intake is located at F, Fig. 5, taking - 5 a = —_ “a 
. » 32°40 
air from outdoor i i 
Qo, 5 
¢ 1 
, ~ =e oo d 
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Fig. 5.—Plan showing locations and sizes of radiators and risers of one 1 4 . 
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section. The other section is a duplicate of this one | it 
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“Not only the best— 
the most profitable 


When you stock Never-Split Seats, you have all 
the advantages of the famous bolted joint con- 
struction. The bolts grip the four sections of the 
seat like a vise. It can never crack. It can never 
split. Why the Never-Split is the most durable 
seat made can be explained to every customer. 





This valuable selling advantage costs nothing. 


Each seat is carefully ‘ 
fashioned in four sections, More Never-Split Seats are sold than any other 
so that the grain runs e ° 

around the hole. These brand, the Never-Split Seat Company is the 
sections are united in an e ° ° 7 

inseparable unit by four largest company of its kind in the world. Volume 
bolts concealed in the ° 

wood. So tight is the grip production holds the cost down so that Never- 
of the bolt, so accurately e ° ° 

machined are the tongue Split Seats cost little or nothing more than an 
and grooves, that it is im . 

possible for the joint to ordinary seat. 

split or come ~ The 

hinge is designed for great e P 

strength and durability Write today for the new Never-Split Catalog — the 
Never-Split Seats are x 

beautifully finished and most complete catalog of toilet seats that has ever 
there is a type for every . 

bowl. been issued. 


NEVER SPLIT SEAT COMPANY 


Dept. 25, Evansville, Ind., U.S. A. 
Founded 1905 


The Largest Manufacturers of Toilet Seats in the World 


Never Split 


Woop Toilet 


SEATS 
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i Te a 
SOLVE THE HEATING PROBLEM FORALL TIME 


WITH THE ALL METAL 
AUTOMATIC NON-ADJUSTABLE 


SYPHON AIR VALVE 


émbodying Dole thermostatic Principles 





—still embodying all of the known high-class ther 
mostatic principles and the special Dole features 





If you want a better air oalve at a lower price, send for 
our diagram blue print showing detailed specifications. 


THE DOLE VALVE COMPANY, 1923-33 Carroll Ave., Chicago, Ill. 











Mention Domestic ENGINEERING when writing advertisers. 
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Ca os long, or a total of 

70 sq. ft. of radia- 

tion. A ‘%-in. vac 


uum trap takes care 
of the condensation 
from the coils 

Fig. 7 shows the 
general layout of 
the supply and re- 
turn lines 
the ceiling 
in the 
room of the printing 
department. It also 


feeding 
coils 


composition 


shows the risers in 
the pipe 
going to the floor 
above. Note the 
connection and ec 
centric bushing, 
where the 5-in. sup- 


shafts 








. 7 ply line is reduced 

Fig. 6—Showing the skylight coils to 4-in. This is 

and the three sets of radiators ar- ; 

ranged im three banks under the practice and 
skylights 


good 
should be used on 
all heating jobs in 

place of the straight bushings tapped in the center, gen- 
erally used. Eccentric bushings used on supply and return 
lines will keep the condensation out of these lines, pre 
venting the pounding so often encountered on heating jobs 
What takes place when a bushing tapped in the center 
water piles up in these lines until it 
lower edge of the “bushing. When a 
or when for other reasons steam 
this 


is installed is this: 
with the 


is turned on, 


is even 
radiator 
travels rapidly through the pipe, it 
accumulated condensation, On account of the reduction 
in size, and the square surface encpuntered, the water is 
against the bushing what is known as 
An eccentric bushing will prevent this, as 


carries with it 


thrown causing 
water hammer. 
well as the lodging of water in the pipes. 

Fig. 8 shows the piping and header of the 
pumps as well as the shut off valves and receiving tank. 


vacuum 





Fig. 8.—A view of the return header on 
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is novel in its construction consisting of tees 
The 
when the 


The header 


mostly, into which the returns connect exposed 


spindles on the valves show at a glance valve 


is open or closed 


Fig. 9 is a view of the pump room with the duplicate 


sets of pumps. Of particular interest is the arrangement 


of piping as well as the pump governors and the by-pass 
around these governors. The vacuum governors maintain 


a constant vacuum at all times and render a valuable 


The 


closing 


service pressure governors maintain a constant 


pressure, down the puinps when the maximum 


pressure is reached The drain from the steam cylinders 
is connected to the waste line below the floor 

Fig. 10 is a rear view of the boilers and Fig. 11 a front 
bent pipes are used exclusively 
on all the connections This 
taking care of the strains on the pipes and fittings caused 


settling of the 


view, You will note that 


allows for great flexibility 


by uneven expansion and contraction or 


boiler setting. 


HOW IS IT POSSIBLE TO HEAT THE ENTIRE BUILD- 
ING WITH VACUUM AND MAINTAIN AN EVEN 
TEMPERATURE? 

: ee VACUUM governors are set to 


maintain a con 


stant vacuum of 15 in. on the return lines Should 


the vacuum drop below 15 in., the governor will auto 
Li 
tT 
' 
: 
' 
I}! . 
BL RAT stem | oe z ~ r , . cw 
be F | 
| ’ by 1h by, ' : | he } 
{LU} s : ‘ sia 4 +6 ‘ ‘ | ae ‘ ‘ 
wi , RI Re 2 mu Pi , Af 
Fig. 7—Ceiling radiators, also supply and return connec- 


tions in the printing department 


matically speed up the pump to maintain the 15 in. of 


vacuum 


The 10 in. by 16 in. double seated pressure-reducing 


valve installed (see H, Fig. 2) is provided with a long 


lever. On the ordinary pressure-reducing valves used on 





the vacuum pump* 
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heating tems, the weight is placed on the lever so that 
it will open the valve in case the pressure on the outlet 
ide of the valve drops below the point the valve is set 
to maintain. The heating main pressure is carried to the 
underside of the diaphragm, closing the valve when the 
predetermined pressure is reached on the heating main. 

In th nstallation the usual procedure is reversed, the 
weight being placed on the opposite side of the lever, 
closing the valve and holding it closed, until a vacuum 


produced on the main supply line and on the radiators 
alse The radiator traps close against steam at this low 
temperature, allowing only the condensation to pass, The 


vacuum, connected to the underside of the diaphragm on 
the pressure-reducing valve, opens this valve at 10 in. of 
vacuul llowir team to enter the heating main The 


il a 


i ee - 


Fig. 0.—Showing pump room and duplicate set 


entering of this steam prevents the forming of a greater 


vacuum on the main. This steam, which is drawn into 
the supply lines, is distributed to the radiators, coils and 
indirects. The latent heat of steam at this vacuum is 


982.7; Ib. of steam equals 39.3 cu. ft 
192 deg. F. 


steam circulates rapidly is 


the volume of 1 
the temperature 

The this 
fact that 
on the 


is approximately 
due to the 
of vacuum 
carried on 
the heating main, leaving a differential of 5 in. of vacuum, 


reason 
the 
return 


vacuum pumps maintain 15 in. 


lines and 10 in. of vacuum is 


which is sufficient to cause rapid circulation. At times, 
particularly during mild from 12 to 14 in. of 
vacuum is carried on the heating main, allowing a differ- 


Excellent results are 


weather, 


ence of 1 to 3 in. of vacuum only. 


ENGINEERING May 8, 1926 
obtained in this case, as all the radiators are being equally 
heated. 

The chief engineer of the museum, by means ther- 
mometers placed in various parts of the building akes 
it his business to maintain an even temperature hout 
the use of any thermostat or other controlling vice 
The high efficiency maintained in this plant and th: eyen 
temperature throughout the building, are due in great 
measure to a novel method employed by the chief engineer 
He calls the weather bureau 3 or 4 times a day, obtaining 


advance information as to the probable weather conditions 
and the rise or drop in temperature that can be for 
He guides himself accordingly, that is, if a drop in 
perature, or high north or northwest 


se@n 
tem- 
winds are forecast, 


he reduces the vacuum carried in the heating main, thus 





of pumps, Note the neat arrangement of piping 
increasing the temperature of the building. When mild 
weather or southerly winds are forecast, he increases the 
vacuum carried in the heating main. 

This is surely a novel way, well worth the most serious 
consideration of our heating contractors and engineers 
It avoids the excessive use of coal when a drop in tem- 


perature occurs. The fire and the steam pressure are 
gradually brought up to a point sufficient to cope with 
the lowering in temperature. It requires far less coal 


to maintain an even temperature, than to force the boiler 

to the utmost when lower temperature is at hand. Where 

pressure-reducing valves are used to reduce high-pressure 

steam for heating purposes and a vacuum system is in- 
(Continued on Page 66) 
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LENOX 


for Steam and Water 


In the steam boiler—a steady water 
line and dry steam. Extra large 
dome. 


In the water boiler a divided cir- 
culation of water repeated in every 
section but top where entire body is 
united for final heat quota. 


Gurney reliability and quality in 
both types 






Gurney Offers Three Kinds of Service 


First, well-designed advertising that will save your time 
in explaining every feature of this modern heating system 
and mailing pieces that bring business to you. 

Second, in handling specific heating problems we are 
always glad to help on specifications. 

Third, quick deliveries on heaters and heater parts. 

Here is a heater that will build business for you. Send 
for our plan. 


GURNEY }EATER MFG (OMPANY 


General Offices: Boston, Mass. 
93-97 Oliver Street, Fort Hill Square 
Gurney HeaterCo.,Inc. Gurney Heater Mfg Co. Gurney Heater Co., Inc. 
New York Richmond, Va. Philadelphia 


Manly St., Cor. Anable Ave. 418 East Main St. 108 North 17th St. 
Long Island City 
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FITTINGS 
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Quality is demonstrated by their performance 


CAST IRON 

OR MALLEABLE 
SCREWED 
FLANGED 
DRAINAGE 

for steam, water, 
gas, oil or air 


Francis 
Allen 


had a strong field to beat 





a 


HERE are not many topnotch speed _ sure indication that they are giving satisfac- 


skaters. But those who compete in the tion on the job. 


Write for our 
complete catalog 


BROOKLYN, N. Y. 





big meets are all good. One man excels, per- 
haps, in the sprints, another in the half mile, 
another in the mile, and so on. The man who 
can win both the National and International 
Amateur Championships, such as Francis 
Allen did in 1925, proves that he has a little 
bit on them all. 


It’s that little bit of extra quality that is 
responsible for Stockham leadership. After 
all, it’s results that count. And the constantly 


increasing demand for Stockham Fittings 1s a 


STOCKHAM 


From the selection of the raw materials, care- 


fully checked by our metallurgist, on through 


every phase of their manufacture, there is 
only one Standard for Stockham, the highest 
quality—in alignment, in finish, in threads, 
flanges, chamfered faces and every other detail 
of anything that bears the name “Stockham.”’ 


Stockham Fittings are easily available 
through your jobber who brings them to you, 


any time in any quantity, and most eco- 
d d 7? 


nomically. 


Buy from 


PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALA. 


Warehouses with Complete Stocks in: 


CHICAGO, ILL. 


LOS ANGELES, CAL. 


YOUR JOBBER 


SAN FRANCISCO, CAL. 








Advertising Editoria 


\ NEW ONE EVERY WEEK—No. 219 
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Kitchen 
Efficiency! 


EORGANIZE your kitchen this spring on 
R the basis of efficiency. The double drain 
board sink is only one of the many things we 
have here to help you save steps in the kitchen— 
save time and energy and speed up the routine 
of the day. The extra drain board will prove help- 
ful in keeping your kitchen free of the clutter 





leachers! ' 
Parents! of the imperfectly equipped kitchen. After all, 
Ask for a free 
copy of “The 
Story of the 
Bath.” You will 
enjoy it and so 

11 the chil 


that room is the heart of the home. 


(In this space your Name, 
Telephone, and 
Address) 





Start Now with the New Advertising 
Editortal Series 


NEW TYPE of illustration, new layouts, coupled with their usual 
_ Frieden in merchandising, will make the new series of Advertis- 
ng Editorials commencing in this issue more effective than they have 
en in the past Compelling, attention-getting advertising is the 
lickest way to help you build up your business. Only $4.20 for twelve 
lustrations—the copy you take each week from “Domestic Engineer- 
g.” Start now with this new series and use it consistently. It will pay 
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ALES LETTER 
One a Week—No. 56 





Spring is a time when the home gets a 
critical looking over. It is the time to stress 
the labor-saving things you have in stock, 
particularly for the kitchen. Send the fol 


lowing letter to a good list of prospects. 


J) O H N 


Plumbing 


B R OW 
Heating 
Two Rivers, N. \ 
May 8, 1926 
Mrs. Edward Jones, 
Two Rivers, N. Y 
Dear Madam: 

When you are thinking of spring cleaning 
and remodeling, we suggest that you give 
somne consideration to the efficiency of your 
kitchen equipment 

We have here many things which were de 
signed to lighten the work of the home. Take, 
for example, the double drain board sink, 
made with a view to speeding up kitchen 
routine. We hardly need to point out to you 
the value of that extra drain board in elim 
inating unnecessary handling of soiled dishes 

It’s easy to “clean up as you go”’ when you 
have the right kind of equipment, and thus 
give you more time for other things you 
would rather do and could do if you didn’t 
have to spend so much time in the kitchen 

Come in and see our display. We welcome 
visitors and will be glad to show you our 
complete stocks of labor-saving equipment 
without the slightest obligation on your part 

Very truly yours, 
JOHN BROWN 


Adlet 


ONE A WEEK— No. 77 
\ yh CALL your attention again t the fact 


that the Adlet, while it is Small, has packed 
away in its space all that is in the larger Adver 
tising KEditorial and the Sale Letter It 
written so that it may be used alone, or in con 
junction with the other two Size not » im 
portant as timeline , good merchand ng and 
consistency Don't hesitate to advertise if you 
don't think you can afford the bigger space 
Copy out the following Adlet, add your name 
idjdress and telephone number and hand 
your paper 





Kitchen Efficiency 


We have many things to help you 


organize your kitchen this spring on 


the basis of efficiency, notably a selec 


| tion of modern double drain board 
sinks. Come in and see our display 
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Reproduction of 
Byers Advertisement 
in Country Life. Other 
Publications used: 
SaturdayEvening Post 
House Beautiful, 


House and Garden 


Hit 
the 


Byer: 








No building is permanent 
without rust- cancadeaad iui 


BYERS PIF. 


GENUINE WROUGHT IRON 


MIAMI BILTMOK 
HOTEL 
Coral Gables, Fla 


Wechiter ts Setwlise & Weare 








the 
re COSA ao iral 
metal whi ccna deiel Si, 


you again 
mths yer abtite 


Send for literature 


\.M. BYERS COMPANY 


Established 1864 Pittsburgh, Pa. 
‘a 





m att Jobbing Concer 











“It Works Like a Charm” 


good 


said Mr. Kelly, ‘‘and to think that all 
these years—twenty years is a 
stretch—I have been in the plumbing 


business and now 


fact that I've been on the 
of the 


fence all this time. I 


‘‘Five dollars and fifty cents”’ 


wrong 


| wake up to the 


side 


Was SO 


tells how Kelly got wise. It's 


reasons than one. : 


M. BYERS COMPANY - 


Send for it 


I wouldn't 
even try it. And now I find it works 
beautifully. Yes, I’m 
well, thank you. My 

is beginning to show it. 


sure it couldn't be done, 
doing 
bank account 
And so sim- 


quite 


ple, too . 


is the title of a story which 


worth reading —for more 
it’s free for the asking. 


Established 1864 - PITTSBURGH, PA. 





Ma 
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ZONE MEETING HELD IN FREEPORT 
master plumbers of Freeport, Ul., and vicinity met 


in that city Tuesday, April 27, for a zone meeting. Rock- 
ford and most of the other cities in the neighborhood 
combined to make it a very successful meeting. John 
Manion, president of Freeport Association of Master 
Plumbers, conducted the meeting. 

(. D. Brownell, of Champaign, chairman of the research 
committee of the state association, talked about the re- 
search work the association is doing. He explained fully 


= 


the results already obtained, and those that are being 
worked on at present. Charles D. Harris, of Chicago, 
second vice-president of the state association, told of the 
work being done by the South Central Sanitary Club of 
which he is a past president. This club has done a great 
work in Chicago by creating a good feeling between its 
members and the members of the Plumbing Contractors’ 
Association of Chicago. 

\fter the meeting was over the apprentices of Freeport 
served a light supper, doing all of the preparing and 
serving themselves. About forty master plumbers were 


rhe Honeywel 
15 day clock 
thermostat 
Equipped witt 
dependable jew 
eled balance 
clock movement 
and accurate 
thermometer A 
marvel of sim 
pliett 


present. 
HARTFORD ASSOCIATION INCREASES MEMBERSHIP 
The Master Plumbers’ Association of Hartford, Conn., 
held a special meeting Thursday evening, April 22nd. 
The principal speaker of the evening was James Kilgrew, 
of the Credit Improvement Corporation, who spoke at 
length on the advantages of time payment plans for 
plumbing and heating contractors. One of the feats ac- 





The Certainty of Honeywell 
complished by the officers of this association, who are 


. 
headed by President Robert Davidson, is a 50 per cent Automatic Control 


increase in membership during their administration. 


Herein lies your biggest asset in selling your product 
Honeywell equipped; herein lies your most effective 


‘ 
( i [ 11 Udi sales argument: Honeywell has taken the uncertainty 
; ( out of automatic control. 
i 


| There isn’t anything speculative about it. Honey- 
well’s automatic action is positive, precise and un 
varying. Its phenomenal simplicity is the answer to 


Thomas A. Farley 
Thomas A. Farley, a pioneer master plumber in West 


Virginia, died at his home in Fairmont, W. Va., on April the unerring exactitude of its performance. 

15th. Mr. Farley was in his 56th year and is survived by After all, the efficiency of your heating system will be 
his wife. Funeral services were held in Fairmont and | judged by the effectiveness of its automatic control 
burial was in Wheeling, W. Va. | You know that. And you know, therefore, that you 


cannot afford to experiment in this respect. 


Jacob E. Hornbrook 
Jacob E. Hornbrook died at his home in Joplin, Mo., 
April 20th, in his 79th year. He was formerly associated 
with his brother, E. D. Hornbrook, of Kansas City, Mo., 


Honeywell is time-tried and proven. It will do the 
things claimed for it—consistently, continuously 


It will give your product a new efficiency, new safety, 
: new dependability and effect new economies. 
in the plumbing business, but retired many years ago. 


If you have any doubt as to Honeywell superiority, ask 
Henry Hart yourself why over 40 of the manufacturers of domestic 

Henry Hart, for the past forty-five years actively en- oil burners listed as standard by Underwriters’ Lab- 

. oratories, Inc., have adopted the complete Honeywell 

: High-Low System of Automatic Control; why the 

died Wednesday morning at his home following a brief ill- | leading manufacturers of heating boilers recommend 

ness, in his 71st year. Mr. Hart started a plumbing busi- Honeywell exclusively. 

ness in the old Washington Hall in Clinton avenue, North, 

] r >» fir £ ’ art & ahe ater co Don’t be satisfied with the adoption of a single 

in 1881, under the firm name of Hart & Maher, later con- Honeywell unit. Standardize on the complete 


tinuing the business alone. At the time of his death his Honeywell High-Low System of Automatic Control 
for maximum results. 


gaged in business as a master plumber in Rochester, N. Y., 


ompany, Henry Hart & Son, was located in his own build- 
ing at 385 Andrews street. He was a charter member of 


the Master Plumbers’ Association, having joined that body 
orty years ago. He served as a member of the Exam- | 
; uit : 

ing Board of Plumbers under the administration of | 


‘yor Warner and was active also in other civic affairs in 


Rochester. Temperature Regulators 


The Louisville, Ky., Master Plumbers’ Association has 
passed resolutions in memory of John B. Stickler, whose 
ith occurred recently. Mr. Stickler was a charter mem- 

of the Louisville association and an honorary member 


the time of his death. CJ 


The Honeywell Heating Specialties Co. 
WABASH, IND 


Y 








38 





These Men Know 


Follow their judgment 
and you can’t go wrong 


he heatt lant at Edgewood School, Scarsdale, 
w ro mow he excessive val and filth tn sptie of all 
fratning and flushing, and circulation requtred 
1\%-tbs. pressure. Thorough cleaning owt wtth 
Vinco, produced complete circulation wtthoul pres- 
sure showing on the gauge.””——Rosstter & Muller, 
Archttects, New York 


‘We used Vinco tn eight heating systems where 
botlers were foaming. Since discovering Vinco, 
our people use no other.”—James H. Merrit, 
Prest., James H. Merritt & Co., New York. 


“On applying Vinco to a botler at Haverford, prim- 
ing ceased entirely and operation ts most saits- 
factor I recommend Vinco.”"-—W. M. Ander- 
son, Sleam Filing, Philadephia, 


“We spectfied Vinco for cleaning oti and grease 

out of botiers and heating systems on fourteen 

different jobs The resulis were often brilitant. 

One old heating plani, which had never given 

proper service, has been ed saitsfaciory ever 

— —G. B. Ztbold, V stbold & Donahue 
, Inc., Brooklyn, N 


“We use ‘Vinco’ for every steam botler we pul in 
and for every job we go on. Edw. J. Sulltoan, 
Domestte Engineer, Kenosha, Wts. 


“The botler at 127 W. 70th St. primed severely 
but since applying Vinco, the priming has ceased 
enttrely @ operation ts most satisfactory V tnco 
4s certainly worthy of high recommendaiton.”’— 
R. A. Wolf, a eee Inc., New York. 


‘A gas-fired botler seldom got sieam to the far 
end of the butiding. Afier using Vinco, sieam 
could be circulated with just a few ounces of prea- 
sure.”’—Walser A. Klein, Prest., Klein Heating 
Company, St. Louts, Mo. 


Very satisfactory use of, Vinco tn several foaming 
dbotiers make us belte teve in U. On one good-sized 
job. water lefi the botier ai 3-02. pressure, bul after 
applying Vinco there was no further trow! ble.’ 

. W. Mandeville, Inc., Brookiyn, N. 


*Vinco will do all you daim. We recommend t 
on ali our steam jobs.""—P. M. Place, Supt. Heat- 
ing Dictston, The Wm. P. Ktrk Co., Brtdgepori, 
Conn. 

“A eapor system at Haverford would not heat, 
although the engineers blew down the botler abou 
siz times. Vinco was irted and the botier ts now 
working properly. 1 recommend Vinco."’—A. D. 
Warnock, Philadelphia, 


yay contractors should advise thetr citenis 
to use Vinco pertodically.””—-W. A. Lawson Co., 
Heating Contracors, Newark, N. J. 


"Vinco used on seven jobs, each wtth different type 
of dotler, has done everything you im 
strongly recommend V tnco, and have gotien amas 
Architects to specify U."-—-A. Taage & Co., 
Steam Futing, Newark, N. J. 


“We use Vinco in all our botler installations and 
1 & very sattsfactory.”’—Theo. Getser & Sons, 
. Newart, N. J. 


Vinco is endorsed and 
specified by boiler and 
radiator manufacturers 
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Latin—*I CONQUER" 


AT LAST —a simple, safe, sure treatment that conquers 
priming, foaming, surging and sluggish steaming by 
removing their causes,—a cleanser that produces re- 
sults without the expense and nuisance of blowing 
off the boiler. 


first-class operating condition before turning it over to the owner, Vinco treatment is 
the Engineer’s and Contractor’s best protection against unnecessary conferences, 
arguments, ‘‘buck passing,’’ bad temper and withheld final payments. 


A S THE finishing touch to put a well-engineered new or remodeled heating system into 


A heating system cleansed with Vinco is conspicuous for its free steaming, steady water 
level, easy circulation and care-free boiler attendance from the start and afterwards for the 
efficient absorption of all usable furnace heat. 


Give your customers this protection and you will promote your business reputa- 
tion and your business profits. One trial of Vinco will make you as enthusiastic as those 
whose testimony we quote. 


Vinco is a potent enemy of grease, oil, core sand, rust, scale and mud. It does not merely 
and temporarily blanket the water level, but attracts, holds and carries down several times 
its own weight of impurities to where they can be drained out for all time. As Vinco is 
insoluble and free from potash, lye, soda, sperm oil and acid, it will not attack or otherwise 
interfere with any part of the heating system. We guarantee this as well as complete elimina- 
tion of all priming, foaming, surging and sluggishness from the usual causes. 


Compare this simple procedure with your 
usual expense for blowing out 


Mix Vinco in a bucket of hot water, remove safety valve, pour the mixture into the opening, 
replace the safety valve and refill boiler to water line. Drain and replace 2 in. of water 
every morning during 36 steaming hours, and then drain and completely refill the boiler. 
Even an extreme amount of core sand and oil will seldom resist this treatment but if some 
does, a second application will unfailingly complete the job. 


Afterwards, a very little Vinco added at the beginning of the heating season and left in 
will keep all internal surfaces thoroughly clean. 





Vinco ingredients, processing and application 
are protected from infringement, and Vinco is 
never sold in bulk. For safety and full benefits, 
accept only cans bearing our name and registered 
trade mark. Buy from your jobber or if neces- 
sary, direct from us. Mail the coupon. 


The Vinco Company, Inc., 75 Vesey St., New York. 





Please send literature on Vinco, advise where it may be 
obtained and at what cost to clean out a heating system with 


sq. ft. of radiation. 


Name 





Address 





sTEMS 


Ow pressure HEATING SY° 
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Georgia Supports “‘Make a 
Wholesaler a Wholesaler”’ 


Resolution 


(Continued from Page 21) 


who were interested in plumbing and heating to strive to 
obtain this scholarship. 

Mir. Longley urged the Georgia master plumbers to try 
to obtain a state plumbing code, and brought out the 
Hoover 20 basic rules, outlining them as a foundation for 
a state plumbing code. He urged the men throughout | 
Georgia to get back of their politicians, boards of health 
and city plumbing inspectors to help put through a plumb- 
ing code, and that the plumbers in various cities and towns 
go in and talk to the business men and people and tell 
them the story so that they will know what the plumbers 





Left Bergner, secretary-manager, Trade 
Extension Bureau; Henry E. Longley, president National 
Association of Master Plumbers; C. J. Warner, Atlanta, re- 
elected president of state association; V. 8S. Chapman, presi- 
dent of Savannah association, and L. R. Newby, Macon, Ga., 
newly elected vice-president of state association 


to right: W. G. 


are striving to do. Then when a bill does come up, every- 
one will know what it is and be in favor of it. 

He called for open discussions on business problems 
and told of the work that state field secretaries were do- 
ing. He suggested that it would be a great help to Georgia 
to have one, preferably a business man. He said that job- 
bers and salesmen could help the association to get new 
members, and brought out how a salesman in the west had 
secured 32 members for one association. He outlined 
what was going to take place in Louisville and what a 
wonderful education it would be. He then spoke on the 
apprenticeship question and urged the men to get boys 
with a good education in the shop. 

William G. Bergner, of the National Trade Extension 
Bureau, outlined the work of the bureau and the wonder- 
ful progress it is making. He said that the service is 
open to all and urged them to take advantage of it. He 
spoke of the apprentice schools throughout the country 
and of Carnegie Tech. He urged the men to be better 
salesmen of their business, and to attend the association 
meetings, exchange ideas and build up confidence and 
business is bound to grow. ‘‘Work for the betterment of 
our business and your association,’’ he said, ‘‘and sup- 
port your state president, both in work and money, and 
ready at all times to co-operate with him, for you owe 

to yourself and to your business.’’ 


OTHER SPEAKERS 
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[ 
/ / EXCEL UNIONS are just 
/ as good as unions can be 
/ maddie. The materials are \\ 
cho-en with care—only the best \ 
air-refined malleable iron is used. \\ 
The workmanship is as careful and 


precise as modern mx hods can afford. 


Rigid inspection standards insure only the \ \ 
best getting by. You can depend on EXCEL \\ 
UNIONS—they’re good! \ 


Ask Your Jobber. 
PROVIDENCE FITTINGS CO., 7 Water St., Boston, Mass. 


New York Office: 210 E. 45th St. 


EXCEL 
UNIONS 














RESIDENT WARNER spoke shortly on the subject of 
P selling material at a profit. He said that formerly | 
master plumbers could make some profit on labor. With | 





oo a eee Smee 


Uneven tor Fillong Systeme 





ANew Heating Booklet 


Sent free on request 


Tells all about the money-saving Red Top 
“Tank in Basement” system. 


NEPTUNE METER COMPANY 
50 East 42nd Street :: New York, N. Y 


Atlanta, Ga 525 Virginia Avenue Denver, Colo 1700 15th Street 


Boston, Maas 141 Milk Street Los Angeles, Cal., 701 KE. Third St 

Chicago.I). 565W.Washington Blvd. Newark, N. J.. 282 Roosevelt Ave 

St. Louis, Mo 1912 Pine &treet Portland, Ore., 12th and Glisan Sta» 
San Francisco, Cal., 320 Market Street 

Philadelphia, Pa Richardson & Boynton Company. 1308 Arch Street 

Neptune Meter Co. Limited 1197 King St West, Toronto, Canada 


Red jop elie? Valve 
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the present price good labor it was necessary to make 
material alone 

they had had 
le, and told of its defeat, but 


p at it, and if all plumbers would help 


most of the profit on 
He outlined an 


state plumbing coc 


experience regarding a 


said they 
to kee 


were going 


through He then told of a city 


tated that all work done by plumbers 


they. would get it put 


law in Atlanta that 


in connecting water lines must be passed by the plumbing 


had a law that work 


passed 


inspector Macon also any 





Members of the 
0. Stoughton, W. J. Taylor, V. 8. Chapman, presi- 


Left to right: convention committee, O. A. 


Kimbali, FE. 


dent of Savannah association, W. H. Cosgrove and E. A. 
Masters, all of Savannah 
done in the county must be passed by the city plumbing 
inspector. Mr. Warner urged all to attend the national 
convention at Louisville, Ky 
W. Bennett of Macon also gave a short talk. He has 


attended every National convention since the organizgtion 


ENGINEERING 
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of the National association, and helped form that as 
tion forty-four years ago. 


Mrs. C. J. Warner, secretary of the Georgia associ:'ion 
last year, and president of the Ladies’ Auxiliary of the 
association, announced that a new local auxiliary had en 
formed in Savannah last year. She also reported the 
work being done on the “Bath a Day’’ movement by the 


Atlanta auxiliary. 

A banquet was held Monday evening at the Hotel [De- 
Soto, and Thomas Stephenson was the principal spe r 
fish fry 
Shriners’ Country Club, and the famous old southern |} 


Tuesday afternoon a delightful was held at the 


pitality was very much in evidence. The ladies in attend 
ance enjoyed a sightseeing trip Monday. 
W. E. Cobb, of the of Macon, 


invited the master plumbers to hold their next convention 


Chamber of Commerce 
in that city, and the invitation was accepted. 

The the 
whom is due credit for the success of the convention, ars 
V. S. Chapman, E. O. Stoughton, W. J. Taylor, P. A. Kim- 
ball, W. H. Cosgrove, E. A. Masters and J. Williams. 


members of Savannah association, to each of 


MEETING 
The Master Plumbers’ Association of Philadelphia held 
During the 
W oodward- 


PHILADELPHIA ASSOCIATION HOLDS BIG 


a big meeting on Thursday evening, May 6th. 
educational hour, C. W. Wanger, of the 
Wanger Co., addressed the meeting, giving one of his help 
ful talks on business. His subject was ‘‘Go Ahead” and 
was a frank discussion of present day business methods 
The 
invite the supply trade as their guests for the evening 


officers decided, because of having this speaker, to 


and the chairman of the entertainment committee, M. J 
Feeney, had planned a luncheon, which was served after 
the meeting. 


| 
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Improved Model “R” 


Automatic Cellar Drainers 


is what your customers will be needing now. 
Every basement should be protected against the 
rains and spring floods. 
owner is a prospective buyer. 


Cheaper to install and to operate than pumps—city 
water pressure is used, and the lowest water pres- 
sure will do the work. Absolutely automatic. 
Practically 100% trouble-proof. 


PENBERTHY INJECTOR COMPANY 


1260 Holden Ave. $3 $2 $3 
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PRODUCTS 











Every house or building 


ESTABLISHED 1866 
Detroit, Mich. 


Canadian Plant, Windsor, Ontario 
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[over SIZED VALVES AND 
LARGER WATER WAYS RE- 
DUCES FRICTION REQUIRES 
ILESS CURRENT TO OPERATE 








AIR CHAMBER OVER 
EACH DISCHARGE VALVE 
PERFECT CUSHION 











EACH VALVE UNDER A 
SEPARATE CAP. ANY 
VALVE CAN BE RE- 
MOVED WITHOUT 


SELF - ADJUSTING 
BELT TIGHTENERL 





ied a “7 
NECTION RUNNIN 


IN OIL. 5 TIMES THE| 
SIZE OF ORDINARY 





DISTURBING ANY CRANK PIN GEN 
OTHER PART,OR THE ERALLY USEL 


DISCHARGE PIPE 
- oe. - SUCTION VALVES ON 
= XO . AN ANGLE .MORE 

‘ i DIRECT FLOW OF WATER 





[SUCTION VALVES SET 
|ON AN ANGLE MORE 
|DIRECT FLOW OF WATER 
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SELF- CLEANING] 
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AIR SUPPLY 
VALVE 


SUCTION AND 
DISCHARGE 
DIRECT FROM 
BODY OF PUMP 
NEVER NEED BE 
DISCONNECTED 


SELF -OILING | 
RUNS IN OIL 
WILL RUN FOR 
MONTHS WITH- 
QUT ATTENTION 


MY ERS SELEOILIN 


Electric House Pumps 
&Home Water Systems 


FIG. 
2161 























| ee OIUNG 
RESIDENCE 


“WATER SYSTEM | 
WATER LINE 
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The Feature Illustration appearing above--you will be 
interested in it. It tells the story by accurate picturization of 
the success of Myers Self-Oiling Electric House Pumps and at 
the same time carries an important sales message for the 
dealer who is already selling water systems as 
well as for the one who may be contemplating 
doing so later on. 


And here is the message—short but to the point: 
The responsibility behind Myers Electric House 
Pumps is enduring — their quality is the 
standard for comparison by others. From 
the standpoint of sales and satisfactory 
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returns, both are vital factors to those who 
he Myers Self IF Oiling are building for permanency. 
Home Water System Literature and prices on request. 


THE FLE.MYERS & BRO.co: 


ASHLAND, OHIO.’ 


Manufacturers for over Fifty Years of MYERS HONOR-BILT PUMPS for Every Purpose. 
WATER SYSTEMS-HAY and GRAIN UNLOADING TOOLS - BARN. FACTORY and 
GARAGE DOOR HANGERS: STORE LADDERS,E 


MYERS self Oiling 
ELECTRIC PUMP 


© 
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Meets every possible 
requirement 


(Including moderate cost) 


The Acme Automatic Storage Sys- 
tem brings genuine Humphrey Auto- 
matic Hot Water Service within 
reach of every home owner. 


Most people would 
rather have a Humphrey 
than any other kind of 
water heater. It took 
40 years of honest effort 
to win this public con- 
fidence. 


The Acme Storage Sys- 
tem is a true Humphrey 
product — and yet it is 
sold at a price that can 
easily be afforded in 
modest homes. 


The Acme is equipped 
with our all-metal, snap- 
action temperature con- 
trol; dual duty sediment 
flush valve; and auto- 
matic safety control for 
the pilot light. 


These are exclusive Hum- 
phrey features that assure 
a continuous supply of 


Acme Automatic Storage System 


hot water in generous abundance 
for every household purpose, and 
for every person in the house, at 
all times and all seasons. 


And do 
it at reasonable cost. 


Humphrey national ad- 
vertising is making more 
friends for Humphrey 
Heaters among your cus- 
tomers every day. We 
are reaching 5,000,000 
homes every four weeks 
with our advertising 
messages, and practically 
all of your good custom- 
ers are included. 


With Humphrey reputa- 
tion and Humphrey ad- 
vertising working for 
you, all the selling effort 
you put behind Hum- 
phrey Heaters is bound 
to pay. 


Tie-in with Humphrey, 
and let us help you make 
1926 your biggest water 
heater year. Get ready 
now. Order today. 


HUMPHREY COMPANY 


KALAMAZOO, MICHIGAN 


(DIV. RUUD MFG. CO.) 


UMPHRE 


TRACE MARK 


Automatic Gas Water Heaters 
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Colorado Adopts Apprentice | : 
Program | |P erfect seating | 


(Continued from Page 25) | || in gate valves 


Na!ional Association program of training ene 
and supporting the revised code of ethics as drawn When a Jenkins Gate Valve is | 
up by Frederick E. Fladd, chairman of the educational 


partially open, guides which are 
comittee of the National Association. 


cast in the body, prevent chat- | 
tering. They keep the valve in | 
line for perfect seating. 





The wedge of every Jenkins Gate 
Valve is of the solid, doublefaced 
type. The metal used is uniformly 
distributed throughout the valve, 
so that there are no weak points. 





Jenkins Gate Valves are furnished 
in bronze and iron, in standard, 
medium pressure, and extra heavy 





ae ‘patterns. 

Sectional view, Fig. 

370, screwed, Jen- JENKINS BROS. 

kins Standard Bronze gq White Street..... New York, N.Y. | 

Gate Valoe. 524 Atlantic Avenue. Boston, Mass | 
133 No. Seventh Street ’ Philadelphiz a, Pa | 
646 Washington Boulevard Chicago, Ill 
JENKINS BROS., LIMITED 

Montreal, Canada London, England 


Always marked with the” Diamond" 























Top row, left to right: Mesdames 't. X. Bordeau; L. R. O’Rear, 
president of Denver Auxiliary; W. H. Hensler, National Direec- 
tor of Women’s Auxiliary, and J. P. Brickey, all of Denver— 
Middle row: Samuel Williams, Greeley, Colo.; Mrs. and Mr. 


a 
(. H. Reeves, Reeves Specialty Co., Denver.—Bottom row: omervl e 
Mr. and Mrs. W. H. Turpin, of Brush, Colo., and Mrs. and Mr, 
J. M. Boies, of Fort Morgan, Colo. 
(S. 1. W.) 


ENTERTAINMENT 

PYINHE social feature of the convention was the banquet 
| held at the Elks Home on Tuesday evening. About 
300 of the plumbing fraternity, including representatives 
of the local supply houses, state and city plumbing in- 
spectors, and the Women’s Auxiliary, were well enter- bd e : 
tained at the banquet and all took an active part in the Soil Pipe an 
dancing that followed. 


& a 
Samuel F. Wilson, past-president of the National Asso- : ittings 


ciation of Master Plumbers, and Mrs. Wilson recently 
celebrated their 26th wedding anniversary. Mr. and Mrs. 
Wilson were in Washington, D. C., at the time and enjoyed 
a party at the Mayflower Hotel in honor of the occasion. 

Carstens Bros., Ackley, Iowa, have been awarded the 
plumbing and heating contract on the Presbyterian church 


Ottumwa, Iowa, with a bid of $16,878. Clinton P. . ll 
Shockley, Black Hawk building, Waterloo, is the architect. Are mechanica y correct 


The William G. Miller & Co., Inc., Detroit, Mich., who 
iave conducted a plumbing and heating business for sev- 
ral years, recently moved into new and larger quarters 
it 10201 Woodward avenue, that city. This shop was 
formerly occupied by Irvine & Meier Co. | 
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Aluminum m, tray 
which fits this fixture 
is optional 





Licensed under the 
Burman patents and 
other patents pending 


No. 420 


Capitol Combination Laundry Bibb 


Fitted with two reversible tub clamps—an 
advantage and exclusive feature especially 
appreciated when the laundry tub has been 
set close against the wall. Unions are of 
heavy ball joint pattern—absolutely trouble- 
proof. 


Made entirely of brass, rough nickel-plated 
all over, excepting the hexagons which are 
both machined and nickeled. 

Capitol products are well made and attract- 
ively priced. 


Write for descriptive circular or com- 
plete catalog of Capitol Brass Goods. 


CAPITOL BRASS WORKS 


MANUFACTURERS OF BRASS VALVES, BOILER TRIMMINGS AND PLUMBERS’ BRASS GOODS 


2300 Franklin Street 


=——DETROIT, MICHh=S= 









M 
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Time Approaches for Scholarship 


Examinations “They Keep a-Running”’ 


“HE scholarship committee of the National Associa- 
"7 tion of Master Plumbers, of which'Frank J. Fee is 
chairman, recently sent out a message from Henry 
E mngley, president of the association, on the subject of 
the national scholarships in plumbing being offered at the 
Carnegie Institute of Technology, Pittsburgh, Pa. In that 
school the National association has offered two scholar- 
shi in Sanitary Equipment as applied to the plumbing 
industry. 
ith the establishment of these scholarships, the mas- 
ter plumbers now have the opportunity of placing their 
industry before the country on a strictly engineering basis. 
Therefore, every master plumber in the United States 
should acquaint himself with the details of these scholar- 











ships, particularly with the entrance requirements. & 
Young men who expect to compete for the scholarships 1, Horse Power Century Repulsion-Start p 
should carefully select their high school courses, so they Induction Single-Phase Motor 


will have the necessary credits. In order that a clear 
understanding may be had of what is contemplated, the 


following statement is made: 
“The Carnegie Institute of Technology offers a curric- Dampnes S Doe S Not 
ulum adapted to the education of our young men in pre- Aff r 
ect Them 


paring for the plumbing and heating industry. The 
studies are of strictly collegiate grade and lead to the de- 


gree of Bachelor of Science in Building Construction. The Century Repulsion-start Induction Single- 
quality of the work is attested by the high standing of the phase Motor windings are so thoroughly 
Carnegie Institute of Technology among technical insti- insulated that they successfully resist the 
tutions. dampness usually present in such installations 

As a beginning, it has been decided to grant two as pumps, dishwashers, laundry machinery, 
scholarships, each carrying with it five hundred dollars ice machines, bottle washers and damp 
per year throughout the course. Those who are com- tropical climates. 


peting for the scholarship must take examinations for ad- 
mission to the Institution under the scholarship plan cov- 
ering the subjects of English, Algebra, and Physics. Any 
high school student, who passes these examinations and 


Other features of Century Repulsion-start 
Induction Motors are: 


otherwise meets this institution’s requirements and those {| Starting torque is high—not less than 
of the National Association of Master Plumbers, is eligible 300% of full load torque. 
to compete for the scholarship. Those who wish to enter 2 Starting current is low—not more than 


this course without the scholarship can do so by meet- 260% of full load current. 
ing the entrance requirements of the Carnegie Institute 


of Technology. Brushes are long lasting—they are in 


service and touch the commutator only 


w 


The requirements for the course at Carnegie are as during the starting period 
follows: 4 Any standard approved  single-throw 
“English, 3 units; algebra, 114% units; plane geometry, switch may be used for starting——-no 
1 unit; solid geometry, % unit; physics, 1 unit, and for- special starting controls required. 
eign language (2 units of one), and in addition to the 5 Regular operating fuses are large enough 
9 Carnegie units represented by the above subjects, elec- to effect a start. 
tive credits amounting to 6 units. Credits in electives 
wil 2 200 -ertifica j si ¢ - . 
ill be accepted on certificate if passing grades have been All one horse power and smaller Century Repulsion-start 
earned, which are not lower than the grade set by the high Induction Single-phase Motors are regularly equipped with the 
: : Century Wool yarn System of Lubrication, which assures at 
school as the college certification grade. As elective sub- least one year’s continuous 24-hour-per-day operation without 
jects the following are accepted: History, science, mathe- re-oiling. 
matics, English, (one additional unit), and foreign lan- Century Repulsion-start Induction Single-phase Motore are 
. F : ilt i sizes fi \% to 40 hor er e 
guage. For vocational subjects, such as shop work, draw- pnang wlape peerage how A, ot Rady eee eee 


ing, manual training, agriculture, bookkeeping, shorthand 
and typewriting, only one-half the usual credit is given, 


and only a limited maximum of credit allowed for any CENTURY ELECTRIC COMPANY 


amount of such work that may be offered. 1806 Pine Street St. Louis, Mo. 
\ Carnegie unit represents a subject studied for one , ’ : 
hool year of from 36 to 40 weeks, four or five times Par Sines Stein a6 Foam at Ot. Leute 
per week, for periods of from 45 to 60 minutes, and re- 
\iring outside preparation for each recitation period. 
The above requirements are those which are necessary 
order to enter. The National Association of Master ¥ to 40 H. P. 


Plumbers has a set of requirements which must be _ob- M foune =) Ss 


erved when applying for the scholarships. This requires 











1 








i, to 40 H. P. 
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The Whitehouse China Faucet 


PATENTED 


OTHERS PENDING) 


The Whitehouse Triumphs in Beauty 


The Whitehouse China Combination Sink 
Faucet is the plumbing industry’s newest and 
biggest contribution to home beauty. 


It is a compact unit of snow-white china with 
a concealed soap pocket and a swinging spout. 
Unique in design and grace, it sells upon sight. 


The china aristocrat of combination sink fix- 
tures requires no polishing as do brass faucets. 
Harmonizing with the clear white of the sink, 
it becomes almost a part of the sink itself. 


A soap pocket is unobtrusively concealed 
within the fixture and does not detract from 
the pleasing liquid lines. It is also invisibly 
drained. 


Water at just the proper temperature is pro- 
vided by a swinging china spout. A damp rag 
cleans the china quickly. 


Water-carrying parts concealed within this 
China Combination Sink Faucet are made of 
the ‘‘Everlasting’’ Morgan Bronze Metal, to fit 
all sinks with 8-inch center drillings. 


China used in this faucet is the highest grade 
vitreous ware known. 


Whitehouse Beauty can replace any ordinary 
fixture with surprisingly little difference in 
cost. 





HIGHEST GRADE PLUMBING FIXTURES 
THE MORGAN BRONZE CO. 


IN THE WORLD 
CLEVELAND 
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that the applicant be a son of a master plumber who is in 





good standing; that the boy's scholarship record in high 





FLOOR & CEILING PLATES 


school be good; that a need for the funds of the scholar- 





shin be shown; that the applicant have a pleasing person- 
ality; that he have an interest in the work. 

1 he examinations will be held on May 25, 1926, since Beaton & Cadwell’s “Perfection” 
it will be necessary for those awarding the scholarship es 
to have the results of the examinations by June 5. The No. 10 Floor and Ceiling Plates 
Carnegie Institute of Technology must be supplied with pay dividends in satisfaction — 
a combined list of the names and addresses of the candi they save you time and money. 
dates and the names and addresses of the proctors not They stay put. 
later than May 15. ‘The high school principals or the city 
superintendents will be asked to select the proctors. cre 

\s the successful applicants are to be sent to the Carne- | ; : oe oo oe P 
gie Institute of Technology, according to the understand- BEATON aACADWELL MFG.CO. 
ing of the National Association of Master Plumbers, it will &stablished 1894 


be necessary for all those who wish to take the examina NEW BRITAIN, COMN. 
tions, to present their high school records on the insti- 











tute’s form, in order that the National Association may be 


sure, in advance of the examinations, that the successful 9/1 Red Metal Line’ 


applicants in the examination fill the requirements of the 


association. Since the examinations are held in May for 
the sons of master plumbers applying for scholarships, 
instead of in June when the regular examination takes 
place, a charge of ten dollars is to be made to cover the 


TRADE MARK REG. U.S. PAT. OFF. 


Staple Brass Plumbing Goods 
Concealed Fixtures 


expenses of the extra examination. 


Examination Date Announced 
The following dates are important to the applicants, 


and should be kept in mind. May 15 will be the date on Water Works Brass Goods 

which a combined list of the names and addresses of ~of Bronze Grade Metal 
the applicants and proctors is to be mailed to the office in Enduring UTESTAL AT] 

of the Registrar. May 25 is the date of the examinations THROUGH JOBBERS ONLY 


to be held in the different high schools. On June 5 the re- UNITED BRASS whit co CLEYREAND 


sults of the examinations will be sent to the committee 
on awards of the National Association of Master Plumb- 








ers, and the scholarships will be awarded to the two suc- 
cessful candidates June 25. 

As an indication of what the course prepared by the 
Institute offers the applicant, the following subjects are 
studied the first year: Mathematics, general chemistry, 
English, engineering drawing, descriptive geometry, 
hygiene, industrial history, physical training and shops 


Uniflow Water Softeners 


Simplicity—Rugged and Simple in Design. 
here are no unnecessary Devices to get 
out of order 

Easy to Install—Softener shipped complete 
ready to install, only three simple con 
nections, 

Easy to Operate— Just four standard valves 
that e child can operate. 

Low Cost—The Size No. 1, gives 600 gallons 
of soft water at 20 gr. hardness between re- 
conditioning periods, and costs only $100 
list. Size No. 2, $140. Size No. 3, $180 


(three shops each semester). In the sophomore year the 
students will take up economics, mathematics, chemistry 
of materials, physics, drawing, plumbing, typewriting, 
physical training, sheet metal, heating and cost systems 
When the student becomes a junior he studies mechanics, 
a ‘ : ig : : Very Large Discounts to Jobbers and Dealers 
psychology, English literature, materials, hydraulics, elec- 
a . ‘ er , . , Write for Bulletin No. 40 
trical engineering, building sanitation equipment, ther- 


The Unifiow Pump & Mfg. Co. 


modynamics, sanitation, estimating and heat. In the last 
Fifth and Perry Sts. " Dayton, Ohio 





year, the student will finish the course with credit and 
banking, commercial law, air conditioning, power plants, 
building sanitation, building sanitation equipment, me- 
chanical equipment of buildings, American government 


and politics, building law, employment problems, bacte- G EE 

riology, fans, research problems, specifications and re- 

ports, and refrigeration, pumps and compressors. lroné Malleablelron FITTINGS 
Frank J. Fee, chairman of the scholarship committee 


ot the National Association, has just written ‘‘Domestic 
Engineering’ concerning a new contribution to the fund. 



























We are so proud of Square 
“Gee” fittings that we 
stamp on each one a square 
G as a means of instant 


The following is a verbatim copy of his letter: 





Dear Sir: 
It is with much pleasure that I submit to you a ver- 
batim copy of a letter received from a generous sub- 


scriber who does not wish to have his name revealed: ae 

“Mr. Frank J. Fee, Chairman Scholarship Committee, recognition. 

National Association of Master Plumbers, 

250 West 27th Street, New York, N. Y. 

Dear Mr. Fee:—Enclosed herewith I am handing you | ITHE GRABLER MANUFACTURING CD. 
my check for $19,000, This amount plus the $1,000 I CLEVELANO oO. 


(Continued on Page 50) 
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A new FREE service to 


fh Here is The Ideal Product 
| for quick Spring profits 


HEN the smoke stops coming out of the chimneys and 

heating plants are not operating — this is the time that 
people feel the need for a separate system for heating hot 
water for domestic supply. 

That is why Arco Tanks for Hot Water Supply are ideal 
products for quick Spring profits. They make it possible for 
you to keep busy during the season that would otherwise be 
slack. They make it possible for you to keep your journeymen 
at work instead of laying them off, or paying them while they 





' 
' 
; 


S| 


Gas Burning Coal Burning 


Arco Tank Arco Tank 
. are idle 
a ~ ee 5 
=: Sean 


a, ARCO TANKS 


“Ty 2» for Hot Water Supply 





RCO TANKS burn either coal 
A or gas. They are made in a 
range of sizes to suit any require- 
ment, and they furnish hot water 
in abundance wherever and when- 
ever it is needed. 

They are good-looking, too. And 
their gray enamel jacket makes it 
possible to install them in either 
kitchen or basement. 

They may be operated independ- 
ently or, in Winter, connected up 
to the range or heating plant. 


Every Arco Tank for Hot 
Water Supply has automatic ther- 
mostat control, which will supply 
water at any desired temperature 
between 60° and 160° fahrenheit. 

As hot water is drawn from the 
tank, cold water flows in and the 
automatic regulator speeds up the 
fire in the case of the coal-burning 
tank or turns on the gas in the case 
of the gas-burning tank, until a 
tank full of hot water at just the 
right temperature is obtained. 


EXTRAORDINARY LOW PRICES 


Advertised Price—COAL TANKS 


$84 and up, according to size. 
Six sizes— 30 to 100 gals. 


Advertised Price—GAS TANKS 


$66 and up, according to size. 
Six sizes—20 to 45 gals. 


Convenient payments $10 down 


A sample tank on display will make sales for you 


] im 
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speed up slack season sales 


Here is the FREE service 
to help you sell 


NEW FREE service is available to every heating con- 
A tractor to help him make sales during the slack season. 


This service is a direct-by-mail campaign to your pros- 
pects which is bound to interest many of them. It consists 
of four distinct mail pieces, as illustrated at the right, and 
each one of them features you as the dealer whose shop is 
headquarters for Arco Tanks for Hot Water Supply. 





This service is ready for you, and you can have it for the 
asking. 


10" bere 


Just three things for you to do 





Here is all you have to do to get the free service that 
will help you get your share of Arco Tank business this 


Spring: 
Send us a list of prospects you want us to circularize, 


featuring your name. The Arco salesman will help you 
with your list. 








Install an Arco Tank window display. Our salesman will 
see that you get one if you will ask him. 





3 Enclose in all your mail the attractive leaflets, imprinted 
with your name, that we will also send you. 


The coupon below will bring you this free service. Fill it 


out and mail it today. incr cnce gnd 


mort ulithin/ 


AMERICAN RADIATOR COMPANY 














A 4 Showrooms and sales offices: New Y ork, Boston, Providence, New Haven, Newark, Philadelphia, Baltimore, 
) Washington, Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, Chicago, 
Milwaukee, Indianapolis, St. Louis, St. Paul, Minneapolis, Omaha, Kansas City, Denver, 
ow A San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, Berlin 


Makers of IDEAL BOILERS and AMERICAN RADIATORS and other products for heating, 


ventilating and refrigeration 





Direct Mail Advertising Dept. 101 
1807 Elmwood Ave., Buffalo, N.Y. 
GENTLEMEN: I am interested in Arco Tanks for Hot 


Water Supply. Please send me supply of Arco Tanks 
leaflets with my name and address imprinted. 








I me ane received my copy of the window display. 
Name 
Address. 
City. State 
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A Finely Finished Valve 


The Prier Radiator 
Valve 


HE smooth castings, nickel finish and 
fine design of the Prier Valve make it 
a first class looking piece of 
work. So carefully made that 
at cessible 
and interchangeable. Non-ris- 
ing stem and high lift. Parts 
taking wrench are extra heavy 
Genuine ,enkins disc used 





all parts are easily 


Ask for Folder D 


WALTER H. PRIER CO., 450 E. Ohio St., Chicago 


YICHMOND 


PRODUCT... 
TRAP SCREW FERRULES 


Sixteen years experience in the manu’ac 
ture of plumbing specialties has given us 
a thorough wate Be am of the requiremen'(s 
f the trade 
























Our trap screw ferrules are accurately 
machined, clean cut and nicely finished 
the line is complete in range and cd: sigt 


RICHMOND 


FOUNDRY & MANUFACTURING CO. 
RICHMOND, VA. 






Bull-Dog Seats 
do not require 
repairs or re- 
placement 
within a dozen 
years or longer. 


“HEAP. 











have Classic Sink Fixtures 
than any other combina- 
tion faucet. The demand 
increases steadily. So do 
profits—ours and yours. 
Why trouble with clumsy 
imitations when you know 
what Classics will do? 





CHICAGO 
FAUCETS 


The Chicago Faucet Co. 
2700-22 N. Crawford Ave. 
Chicago, Ul. 
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ent you on April lst, makes a total sum of $20 

This I am giving to the National Scholarship © 
mittee through you, its Chairman, and would sugz <st 
that vour committee arrange to invest this sum 
such a way that the annual interest therefrom will 
make it possible for two boys to matriculate dur 
the fall of 1926 and each four-year period thereat: 
in the prescribed four-year course in plumbing at 
Carnegie Institute of Technology, Pittsburgh, Pa., or 
any other institution that may be hereafter de 
nated as one qualified to give instruction in accord 
ance with the plans outlined by the National Schola: 
ship Committee. 

If I may be permitted, I would suggest that this 
fund be known as the. .Scholarship Endow 
ment Fund as this is given in memory of my father 
Cire TOMO OT TO oc os 56S 6 Oo bw we ews 
Cordially yours, etc.” 

You will please observe that he is making this 
Scholarship Endowment Fund as a gift in memory of 
his father His father at one time was an honored 
member of the New York Master Plumbers’ Asso 
ciation, Manhattan Branch We should therefore be 
very proud to know that the son of a master plumb 
er thinks well enough of this project to give this 
splendid amount to perpetuate the teaching of plumb 
ing in a scientific manner. 

If, as Chairman of the Scholarship Committee, | 
may be permitted at a later date to reveal the name 
of this gracious subscriber, it will be a great privilege 
and pleasure to me to do so. 

Please publish this letter in your next issue, and 
oblige 

Very truly yours, 
(Signed) Frank J. Fee 


HOLD SECOND ANNUAL BANQUET AT 
JENKINTOWN, PA. 

The second annual banquet of the Lower Bucks and 
Montgomery County Master Plumbers’ Association, Penn- 
sylvania, was held at the Old York Road Country Club, 
Jenkintown, Pa., Wednesday evening, April 14, beginning 
at 6:20 p.m. One hundred and twenty-five master plumb- 
ers and their manufacturing and jobbing friends sat down 
to the excellent dinner which was served, and listened to 
instructive speeches and high class entertainment. 

The principal speaker of the evening was John A. Quinn, 
president of the Philadelphia Master Plumbers’ Associa- 
tion, and chairman of the apprenticeship committee of the 
National Association Mr. Quinn outlined the work his 
committee is doing, as well as the help the masters are 
receiving from the National Trade Extension Bureau. He 
praised the local association for conducting a course in 
apprentice training at the Abington High School. These 
wide-awake masters, incidentally, are also running a class 
in accounting for masters, with Russell S. Hunsberger as 
instructor 

The entertainment committee had arranged a splendid 
program and there were no dissenting votes on the success 
of the evening. Irvin Slight of Willow Grove is president 
ot the association, Paul B. Greger of Glenside, secretary, 
and IL. C. Madsen of Willow Grove, treasurer. 

The Board of Education, Duluth, Minn., has awarded 
the plumbing contract on the $125,000 addition to the 
Washington Junior High school to the Sanitary Plumbing 
Co., 18 W. First street, and the heating and ventilating 
contract to the Sher-Hendrickson Co., 24 E. First street 
on a bid of $18,924. 

Atlantic Plumbing & Heating Co., Atlantic, Iowa, was 
the low bidder with a bid of $19,050 for the plumbing 
and heating on the grade school at Newton, Iowa. Thomas, 
McLennan & Thomas, 508 Old Colony building, Des Moines 
are the architects. 
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A Sincere and Generous 
Contribution (o the Popu- 
larization of Automatic Hot 
Water Service. 


The RUUD New York 
Showroom 


At 12 East 41st Street between 
Fifth and Madison Avenues, 
in the heart of a _ national 
shopping district,—a step from 
the Architect Building, the 
roster of which includes the fore- 
most names in the profession, 
two short blocks to the center 
of the theatrical district with its 
millions of transient visitors. 
The world’s most beautiful 
water heater showroom, open 
May 15th. A cordial welcome 
awaits you. 


The Sesqui- Centennial 
Exhibit 


To open June Ist in Philadel 
phia and to remain open for six 
months to teach a _ national 
audience of millions the impor- 
tance of gas heated water in the 
modern home. Drop in. 


The Atlantic City Permanent 
Boardwalk Exhibit 


At 729 Boardwalk, on the main 
street of Vacationland, where 
thousands of visitors are receiv- 
ing demonstrations on the utility 
of automatic hot water service. 
Exhibit now in its fourth year. 
Stop in and see us when at the 
shore. 


The RUUD Light Opera 
Hour 


Reaching thousands and thou 
sands of homeowners every 
Monday night, and telling the 
story of Perfect Hot Water 
Service. Now closing its first 
year on the air. 








Sleep Sweet—-Sell RUUD 


Thermostats and thingumbobs 
Burners and bunk 
Condensation and conversation 


You’ve heard the hundred and one water heater 
stories as many times as we have. And after you've 
heard them all, you know that RUUD is the best of 
the lot just as well as we do. 


Let’s talk about something else. 
How do you sleep? 


Can you turn over on your good ear, tune in the 
Sandman and coast off to sweet dreams where red 
figures do not figure. 


Or is your Slumberland filled with oversize ogres 
snarling about losses, complaints and barking cus 
tomers? 


You can’t lose when you sell a RUUD Automatic 
Water Heater. It’s good. It sticks. It satished the 
customer. It satisfies you. You're not shooting dice 
with your customer’s comfort or your own bankroll 
when you sell RUUD. 


RUUD MANUFACTURING COMPANY 


PITTSBURGH, PA. 


Pioneer Makers and_ Sellers of Automatic Gas Water Heaters 
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What a whale of a difference a few cents 
make—in BALL-COCKS! 


You can buy a ball-cock for almost any price you 
want to pay~-but when you buy a Sherwood ball- 
cock you buy quality. Naturally you have to pay 
for quality. 


The few cents extra you (and your customer) pay for 
a Sherwood ball-cock make all the difference in the 
world. Frankly, there’s no better ball-cock made. 
Look here: 


The Sherwood Ball-Cock is simplicity itself. One 
pin holds all parts in place. Wearing parts are of 
bronze with a steam metal seat. Positive closing with- 
out whistling or squealing under any city water pressure. 
There are no unnecessary parts to get out of order. 


You'll find the few cents extra do make a whale of a 
difference—to you in profits and to your customer in 


satisfaction. 
Ask Your Jobber. 


SHERWOOD BRASS WORKS all 
Jefferson and Mt. Elliott Aves. Detroit, Mich. 


Mention Domestic ENGINEERING when writing advertisers. 
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BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 








CHICAGO 


Business in plumbing and heating still hesitates, even 
though an improvement is noted in the last few days It 
eems to be on the brink of an activity which should reach 
large proportions, judging from building reports and the 
various preparatory work going on and providing no dis 
turbance intervenes Building operations have proceeded 
quite steadily in Chicago for a number of days now, and 
building materials, such as cement, stone, gravel, lumber 
and the like, have been in active demand Roughing-in 
work, therefore, is increasing and the sustained movement 
of plumbing and heating goods which has taken place in 
this market right along is feeling the added impetus of 
the new work which this season of the year brings and 
which is daily advancing to the point where it will be 
ready for plumbing and heating. 

Hesitation, however, is still reported by both jobbers 
and manufacturer One of the causes for uncertainty in 
the building situation is found in the labor demands fo! 
higher wages. The plastering trade is conspicuous in thi 
agitation and a decision between the contractors and the 


lasterers was to have been made on May 7, after thi 


} 
issue went to press At this writing, sentiment among 
builders is that the granting of the plasterers’ demand 
would result in a_ serious curtailment of building 
Already, the possibilities of labor trouble and increased 
costs have been responsible for the holding up of a large 
imount of work. Under such a cloud of uncertainty, com 
mitments are naturally being made with caution 

At the same time, this very uncertainty has lately been 
responsible for putting all possible effort on rushing 
through work under construction, in order to beat a possi 


ble tie-up Thus, a report on actual activity during the 
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N INCREASING amount of material is moving 
out of jobbers’ stocks, a movement which 1s re- 
quiring frequent replaceme! ts to keep holes filled. 


] 
¢ 


However, this increase, caused by actual consumption 
needs, is part of a market which is still spotted with 
lagging characteristics. Cold weather, labor trouble 
and price uncertainties are some of the reasons ad- 
vanced for the slowness with which activity 1s open- 
ing up, but, in spite of such conditions, a large amount 
of business is scheduled to go ahead and the very near 
future promises to see all branches of the industry 
busy. In the meantime, current business is being 
taken care of satisfactorily, jobbers’ stocks being kept 


adequate, and shipments from factories are prompt. 
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We've listed only five, but there are ‘ ww 
many more. And every feature is a dis 
tinctive T/N feature you won't find 


many of them in other water closets. 


The T,/N is a ONE-PIECE water 


closet for all modern buildings as 





well as designed for installation in the 
most palatial residence or the more 
modest home. You'll find this modern, 
attractive, different fixture a ready 


and a steady seller. 


W. A. CASE & SON MEG.Co. 
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\ nge in A slightly increased demand is re 
ted by obber whose stock are ample to take care 
rder Mills report a good business on the book 
ir stead hipment for the next two months P 
od rate 
Wrought Iron Pipe 
demand, with jobbers’ stocks ample for all 1 
ment is the story of this commodity There h 
no change in price Mills are well supplied w 
pe nd can ship as needed 
Enameled Ware 
lobber re releasing only small lots to keep a safe mar 
of working stock Prices are steady and unchang 
from manufacturers The demand from the trade is 
nd there is no difficulty in securing quickly all 
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NEW ENGLAND 
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pidly enough so that plumbing an: 
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ent replacements from manufacturer 

le busine j low and ‘‘spotty.’’ 
el tate that buying for future 

month Actual demand, how 
the ever prevailing trouble in regard 

ittir gain heard of This is not a seriou 
t tated that during the past month job 
prices have stiffened and, as a whole, are being well 
i lanufacturers appear to have good business 
from other sections of the country and are 


participate in any price cutting move 
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new puving DY Jobber! as practically all 
red for needs and stocks are at present in good 
t take are ol ll demand Foundries report 
4d tonr e on the books and ample stock in the yards 


ire Without delay of any release orders that ar 
\ fair movement is taking place One jobber re 
| tonnage on orders taken took a sudden 


p due to release entered for May shipment Price 
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4 fair demand from the 


back on Jobbers’ stock LT’ 


buying, is the report 
ut well assorted and ample for all needs indicated by the 
ade. Several potteries state that they have good bu 
ess on the books but 
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coming through slowly 


that the jobbers’ 
hese orders are 
Plumbers’ Brass Goods 


Manufacturers are still working on old orders but re 


it No heavy buying, however, is being done and ther 


ippears to be no attempt to sound out the strength of the 
price situation 
Range Boilers 
Manufacturers report that little new busine is being 


aced, as most of the jobbers have already covered at the 

yw spot in the market for needs for some time to 

ind practically all business beings 

releases on these old order Prices are inchanged 
Boilers and Radiators 
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current activity in this 


Orders are being entered in good volume for future 
and on contracts at present in hand but movement of ma 
erial for prompt consumption is light 
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PACIFIC COAST 


April close 
atisfactory condition 


1 with Coast business, as a whole, in fairl 


While the total busine 


not come up to the expectation of some it wa far 


unsatisfactory and the outlook for future busin is ver) 
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Purchasing by all concerned ,continues along cautiou 
particularly 


stocks 


lines, with jobber paying a great ¢ 


attention to turning their and keeping them at 


as low a margin as is consistent with good busine policy 
Prices generally are firm. 
Soil Pipe 

This commodity continue in fairly active demand 
While individual sales are not large, the total tonnage 
being used is well up to normal Distributors have stock 
sufficient for present demand and, also, a fair runt of 
tonnage enroute from foundrie Price to the trade re 
main unchanged and, as a rule, are holding firm 
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week As a whole, thi 


quantities for this 


There was very Jittle if any notice 
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commodity is selling in about normal 
Northern C 
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This commodity is moving fairly le trade gen 


erally seems to be of the opinion that demand should in 


crease in the near future. Jobbers’ stocks are being kept 


at a minimum and a policy of frequent replacements from 


Coast factories and manufacturers’ warehouses seems to 


be in effect Prices to the trade remain unchanged and 


a rule, are holding firm 


Pottery 
have ample stocks and there i 


also 


Jobbers generally 


mnsiderable pottery being offered to the trade outside of 


the established channels of distribution Jobbers’ prices 


remain unchanged. 
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Wash., have be I 
tracts on the prop¢ d_ five-stor 165,00 Dp ment 
building t 4006 7 } that cit 

Perey A. Norman of 1 I \ I recently moved his 


plumbing busine to new qu 
where he has much larger spa 


ment on South Ninth street 
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I I the report ! ! tre I I 
\ Jone nd the repor of the auditing « 
I rship committe onvention committees ar 
be } rd Then a discussion of 
s 
plat ll be given the right of way, and ar 
I d in a question box will be giver 
rs will be pern 1 to introduce ar 
t tl desire 
' Entertainment Thursday include i ladic pal 
Cong nal Country Club in the afternoon 
n the menu, and a dinner and dance 
the Willard Hotel in the evening 
Frid morning will be given over to unfinished b 
f nd new busine election and the installatior 
flicer r the ing ye idjournment about 
ifterr n trip t Vernon, the old } 
W I I is been arranged 
the round trip has been gra! 
I nd guest ire warned to ask for a < 
\ b in their tickets Many of the local a 
! ire making plans for special cars to be ttac 
PROGRAM POR THE CONVENTION OF THE HEATING t trains for the Nation’s capital 
AND PIPING CONTRACTORS NATIONAL ASSO- 
CIATION PRACTICALLY COMPLETI 
— KNIGHTS OF GALENA ENTERTAIN 
, 4 Knights of Galena, a social organization compo 
r) ¢ : a nd 4 n plumbe am and gas fitters, gave an ent 
: o nment and dan it the Labor Lyceum Hall, Brook] 
! nt f é Old n April 3! 
‘ waar \ pleasin pectacle greeted the large number of 1 
H : ’ est vho attended the affair The spa 
, ( orated for the « ion, impressing ever 
, . ta del ful evening w in store for them 
, on rhe celebrated Cheese Club of the Knights of Columbu 
da ¢ te 1 the entertainment which consisted of songs, dan 
‘ nd 1 Dancing followed the efforts of this group 
, I ners who were re ource of diversion for tl 
; red Galenaite 
d I ] In George Madigan with th assistance of James Dough 
D : th. eels r Daniel Cull, John Jacoby, Richard McLaren, and 
' hold Alfred Bye arranged for the enjoyable evening which wil 
, p sion memorabl addition to the festivities which tl 
, - K of Galena hav n ed in the twenty-one ye 
, heir ¢ tence 
‘The ur rtakins \ l upported by the manuf 
1 DeT I ! vicinity oft Brooklys n in that t 
lly nu I ind contributed to the pr 
ivenir program by purchasing space. T 
A edited | F. J. Bryan hile the finances and 
pond nn vith it were handled by Henr 
; ! Daniel Mackin and George F. Tracy 
A officers for 1926 ar is follow R. H. McChesn 
I i. J. Bryan, vice-president; C. Reynolds n 
f I lent; G. F. Tra reasurer; H. Seidensticker 
. After ; I il cretary I) Mackin, recording secretary \ 
, | Heating tn a B rd; J. Dougherty, orator 
I t basi th neé airy 
pi Open di ron The Montesano Plumbing & Heating Co., Montesan 
h e} ng eting Wash., has been awarded the plumbing and heating con 
I I ! per n in tract mn the $60,000 store, lodge, theater and office 
H 1. Hart hairman of e Board building in that city 
Ot r repo! . those retal Contracts for heating and ventilating have been awards 
( be W. I Fleisher of the Committee on A. B. Donaldson, 1317 East Lake street, Minneapo 
I ( 1. Getschow of the Boiler Output n nd for plumbing to Conners Plumbing & Heat 
rtant ubject of oil burning will ing Co., Ine 827 Second avenue S., Minneapolis, on 
I its relation to the business of $250,000 school at Columbia Heights, a suburb of M 
n being discussed from the platform neapolis. 
Ihe f the 


session will be thrown open to 


Co., 


Stebbins, Haxby & Bissell, and Ekman, Holn 
Minneapolis, are the architects 
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The Mueller system is 
simplicity itself. Simple 
to install. Comes fully 
assembled. Automatic in 
operation; so that almost 
no attention is required on 
the part of the owner. 
Water supply and pressure 
relief are entirely auto- 
matic. Automatic damp- 
er regulation affords big 
saving in fuel. 





























One of the biggest forward strides 
in hot water heating is represented 
in the Mueller Heat Control System. 
This control system adds surer 
dependability, certain safety and 
important fuel saving advantages 
without any of the nuisances of the 
exparision tank which it replaces. 


This system installed costs no 
more than the ordinary expansion 
tank system. It gives the owner a 
better, more thoroughly dependable 
job. 

You will find the Mueiler Heat 
Control System a fast moving sales 
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During the past year sales on 
the Mueller Heat Control 


System practically doubled, 
indicating the big preference 
for this system among hot 
water heating owners This 
system is mentioned in Mueller 
color page advertising in The 


Saturday Evening Post and 





Liberty Magazine 








MUELLER Heat Control System 


Simplified heat control for hot water heating 


specialty. It cuts your labor cost 
in two, increases your sales volume 
and provides a bigger profit margin. 
Every system installed is an effective 
stimulator for more jobs, more sales 
for you. 


Let us put full particulars in 
your hands. Send for our special 
booklet. 


MUELLER CO. 


(Established 1857) 
Factories: Decatur, Ill.; Port Huron, Mich. 


Canadian Factory: Branches 
MUELLER, Limited, Sarnia New York, San Francisco, Los Angeles 


MUELLER 
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“They Keep a-Running’”’ 


Century 9 tn. A. C. 
Stationary Fans 


Century 9 in. A. C. Stationary Single-speed Fans in- 
clude every detail of Century oscillating fan con 
struction necessary to the movement of air. They 
represent exceptional fan value. 


1 Induction type motor is used 


1 end brackets 


protect the motor and contribute to unusually 


Fully closed motor frame an 


long, uninterrupted life 


Fan motor bearings are of cast phosphor bronze, 


the highest-grade bearing metal obtainable 


on - W 


Pressed steel] base light weight but durable 
Blades of heavy brass, dipped and lacquered 
exceptionally wide and deeply pitched. 


6 Quietly move a large volume of ai: 


Century Fans are made in the following sizes and types:— 
Stationary 9 inch Portable, 1-speed switch in base, for A. C 
Oscillating9, 12 and 16inch, 3-speed, Portable, for A.C. and D.C.:; 
Ceiling 58 inch sweep, 3-speed, for A. C. and D. C 
Ventilating 16 inch, 3-speed, for A. C. and D.C. 


CENTURY ELECTRIC COMPANY 
1806 Pine St. St. Louis, Mo. 


29 Stock Points in the United States 
and Nore Than 50 Outside Thereof 


| ort able 
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LIABILITY FOR WILLFUL ACTS OF EMPLOYEES 
PYNHE earlier cases held that a master was not liab 

| for the willful torts (wrongful acts) of his servan 
without proof of the master’s assent or approval, on tl} 
ground that it would not be presumed without such proc 
that the commission of a willful tort was an act dons 
within the scope of the servant’s employment. 

On the other hand, it now seems plain enough that 
the liability of a master for his servant's torts is quits 
independent of the master’s assent to or approval of th: 
tortious act; and also that the rule respondeat superio1 
(let the master answer) is not applicable upon any theor 
which does not make it applicable to a willful as well a 
to a negligent tort It may be more difficult for a plaintiff 
to sustain the burden of proving that a willful, as distin 
guished from a negligent, injury was inflicted while the 
servant was upon the master’s business, and acting within 
the scope of his employment; but when these condition: 
are shown to exist there is no satisfactory reason for 
holding a master, who is himself free from fault, liable for 
his servant’s lapses of judgment and attention, which does 
not also apply to the servant’s lapses of temper and self 
control Supreme Court of Errors of Connecticut, in Son 
v. Hartford Ice Ceam Co., 129 Atlantic Reperter, 778 


ry. s 
The Last 5°; of Excellence 
(Continued from Page 20) 
more than that It consists in presenting your business 
to your customer every minute of the time in the most 
favorable light possible I said something like that to 
our representative He agreed. 

“With Richardson & Oyer,”’ he said, ‘interest doesn’t 
cease when the customer signs the contract. They feel 
they've only begun then They want him to feel that 
their entire organization is back of that particular job, 
and that it will be satisfactory whatever the cost to the 
company. They're careful to see to it that the customer 
understands fully what he is entitled to under the con 
tract. They do not want the customer, through misunder 
standing, to be disappointed with the fixtures or the 
general layout of the job. The class and style of fixture 
that is to be used is impressed on the customer’s mind 
Thus he will not expect more than he is entitled to, nor 
will he have reason to be dissatisfied when the job is 
completed Hle will know that he has received exactly 
what he has contracted for 

“They go even farther than that. They help the cus 
tomer to plan the bathroom They take actual measure- 
ments of the fixtures and arrange them in different ways 
in the bathroom until a combination is achieved that 
will please the customer They realize that the average 
home owner builds about two houses in a lifetime. Their 
ideas cannot, therefore, be very definite about plumbing 
arrangements It is the master plumber’s business to 
know those things and to suggest possibilities until the 
customer is satisfied. 

‘So they have satisfied customers and they believe that 
such customers are mighty good salesmen. They even 
go so far as to say that they think each satisfied customer 
sells three jobs for them They keep the customer satis 
fied by showing that interest hasn’t ceased when the job 
is completed and payment made. They give a year’s free 
service and figure that, in a way, the cost of that service 
is a mighty slight commission to pay on the new business 
they get through satisfied customers 

“They not only see to it that the customer knows all 
he is entitled to under his contract. They hold themselves 
rigidly to that fact They say that it is no fault of his if 
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Stance Isn’t a Par Game 
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The gallery looked at the golfer 
respectfully as he addressed his ball 
at the first tee and took a few 
practice swings. For his form ap- 
peared perfect. Surely he would 
play around in close-to-par figures. 


They didn’t know that he was 
easily thrown off his game —that 
an unlucky hook into a trap, a 
topped shot at a water hole or any 


‘‘Looks”’ in a water heater is the 
least important thing for a master 
plumber or heating contractor to 
consider. Taco Semi-Indirect Water 
Heaters are attractive to the eye 
but their beauty is more than 
‘skin deep.”’ There is everything 
about them to cause them to turn 
ina perfect performance. Honestly 
built by men who know what a good 
water heater has to do, they will 





so perform that the tougher the 
job the more credit the contractor 
who installs them will receive 


other hard luck would get him ‘‘up 
in the air,’’ and that then his score 
would look like the census figures. 


THERMAL APPLIANCE CO., Inc. 
342 Madison Ave., N. Y. 


Do you sell oil burners? If so, write for infor 
mation concerning the Taco Semi-Indirect, es 








pecially recommended for use with oil burners 





























U niversal 
TACO Hot 
Water Genera- 
tor for use with 
Hot Water 
Boilers 


TACO Indirect 
Water Heater 
for use with 
Steam Heating 
Boilers. 
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ttl MODEL 7 _] 


Thermostat 
With 8-Day Clock----7 Jewels 


Write for Catalog. 


INNEAPOLIS 


yy. Hear Recutaror Co. aj 
Oy), 2801 Fourth Ave., So., Minneapolis, Minn. ates 


KENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 


brass pipe fittings. 
All of these types are described and listed 
in the Kennedy Catalog. 


Send for a copy. 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 
Boston New York Chicago San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 














“THE LEAD RING IS THE THING” 
Now Furnished Both Male and Female 


The American 
Waste Connection with 


Cy <= ead Ground Joint Ring 


Saves Time, Money and 
Grief — Assures a Tight 
Joint. 





Soa teeteeseeecteeeusvaveveveee, 





American Sanitary Mfg. Co. 


Abingdon - - Illinois 


No. 753 
Female Thread 
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Lvertlot C. 2. TUcE 
WATER MLATER Detroit Plumber 


[66 Eee 
“EverHot Heaters are trou- 
$ ble-free and there’s a clean 


profit in every one of them. 


That's why I installed sixty- 
three EverHots last year.”’ 


1139 = 


{verHot Heater Co. 


Detroit, Michigan 
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they forget to add the cost of labor or the cost of materi 

in estimating the job. A contract has been signed, an 
that contract is equally binding. They feel that thei 
reputation is worth safeguarding in spite of the fact that 
now and then it may cost something to live up to the ver: 
letter and spirit of a deal under which they may get a 
‘short’ return.” 


GETTING STARTED IN NEW LOCATION 


LL THIS was a hatful for me to digest and get down 
A in some shape. We went back to the office and after 
a while we chatted a little more about this interesting 
partnership. They had opened up their business in 1920 
They commenced business in Kansas City, Missouri, and 
later decided to move into Kansas City, Kansas. Their 
shop has one of the best locations in town, on the busiest 
street. Thousands see it every day. Such a location was 
chosen partly because it helps to sell a large volume of 
accessories. 

When they made this last move they decided, as my 
informant said, “They were going to live among and 
associate with the class of people for whom they wanted 
to do work. Accordingly they moved to the finest resi 
dential section of Kansas City and each built himself as 
fine a home as can be found. They took their part in the 
social life of the city, and in its civic activities. They 
are members of the Civitan Club, the Chamber of Com- 
merce, and the Westheight Manor Club. I’m not suggest 
ing, of course, that a man joins such organizations and 
then goes to meetings with contracts sticking out of his 
pocket for other members to sign. That isn’t the idea. 
It’s just that a firm makes points of contact, makes friends 
and creates the impression that they are what they are— 
sound business men. You know yourself that right off 
the bat you feel friendly toward men who are members of 
the same organizations as yourself. Between you there 
may be no question of your giving one of them an order 
because you do belong to the same club or association. 
sut in the back of your mind is that friendly feeling, a 
willingness to give a little more consideration to his prop- 
osition. Probably it was for some such reason that the 
firm received all of the work in a new and exclusive 
subdivision. Their connections helped.”’ 

These are all evidences of that “last 5% of excellence,” 
in every phase of their thinking and planning for the 
business They have a sound background of training, 
mutual respect and confidence. Salesmen say, “They work 
the business the way it should be worked.’”’ They have 
the respect of the trade and the confidence of their cus- 
tomers Without doing anything at all spectacular, but 
just by giving unfailing attention to perfection in detail 
they achieve the excellence which has brought growth and 
the good things of life. 

The Lake Forest P edie t Co., 19 Market Square, Lake 
Forest, Ill., has been awarded the plumbing and heating 
contracts on the new Wayne Chatfield.Taylor residence in 
that city. These contracts amount to $20,000. 

The Mesaba Plumbing & Heating Co., Coleraine, Minn., 
has been awarded the plumbing, heating and ventilating 
contracts on the dormitory building at the North Central 
School of Agriculture, Grand Rapids, Minn., on a bid of 
$19,190. 

The Intersection Holding Co., of which Morris T. Baker 


| is president, will build a twelve-story hotel at the corner 
| of Seventh street and Marquette avenue, Minneapolis, 
| Minn., to cost $1,000,000. Larson & McLaren, architects 


and G. M. Orr, mechanical engineer, 308 Baker building, 
Minneapolis, will make the plans. 
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"What's this I hear about Hall's new Red-? -Hall machine?” 








"You'll hear about 
it soon ~ 
a. er day 
in pipethreading * 


Watch the June 12 issue of 

Domestic Engineering for 

Important announcement 
\) 
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Douglas 
Positive Afterfill 
Regulating Screw 
Economical e— re 


One-inch Inlet 


Flash Valve 


€ 









Users of this valve recommend 
it without restrictions. 








The John Douglas Co., Cincinnati, Ohio 
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THE CLEVELAND HEATER CO. - Cleveland 


the quality Water Heater Builders for over 20 years 











EMING Pumps and Water Sys- 

tems include every type and 
capacity for everyrequirement. Fig. 
2085 (illustrated here) is automatic 
in every respect—self-priming; self- 
Starting; self-stopping; and “OIL- 
RITE”. Send for complete informa- 
tion about this and other types of 
Deming Pumps and Water Systems. 
THE DEMING CO.,Est.1880, Salem, Ohio 


HAND AND POWER PUMPS 





O-B Brass Valves 


are made in the following styles: 


Flexitite Disc Gate Valves Radiator Valves 


i Wa N 1 


ID D> 





Flexitite Disc 
Gate Valve 


OHIO BRASS COMPANY 
Mansfield, Ohio 
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Heating a Mammoth Museu: 


(Continued from Page 32) 


it will be worth a trial to see what results can 


obtained by running the plant under vacuum, 
In a hospital where this condition exists, the writ 
has changed the weight on the pressure-reducing valve 


above described, and during 3 winters he has never carried 


le than 3 in. vacuum on the heating line and often 6 1 


X in has been found on this installation th 
deg. F 


evenly than by carrying pressure on the mai 


vacuum it 


the room temperature of 70 to 71 can be 


mall 
tained more 


During the last 2 winters when the thermometer dropps 


bard below zero, 3 in. of vacuum on the radiators wa 





Fig. 10.—Showing a rear view of the boiler piping 
quite sufficient to heat the hospital, a 5-story building 
This is possible in most buildings where vacuum systems 
are installed and is well worth serious consideration 
You will be surprised at the results obtained and the 
saving effected in coal The room temperature can be 


varied at will, by increasing or decreasing the vacuum 


on the radiators. 








Fig. 11.—Showing a front view of the boiler piping. Note the 
flexibi'ity. extra heavy» 


valves 


bent piping allowing Also note the 


The 
tion 


Field Museum heating job is truly a novel installa 


the results obtained are surprising considering 


the 


and 
building, the sq. ft. of radiation installed 
on the lake front. 

indebted to Phillips-Getschow Co., 


the 


the size of 
and the exposure 
We are 


tractors on 


heating con 


this building, for drawings reproduced 


here 
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How are your = 
WA ga, Stocksand Dies? ga. fi) 


If they are GENUINE ARM- 
STRONG tools we know that they 
are giving you the same day in and 
day out Satisfaction that they gave 
when you first bought them. 





If they are not GENUINE ARM- 
STRONG, we would like an oppor- 
tunity to prove the value of these 
world-famous tools—their labor sav- 
ing qualities and sturdy endurance. 








The Armstrong Mfg. Co. 


BRIDGEPORT, CONN. 





ar ASTON, = 
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ARMSTRONG — 


STOCKS AND DIES 
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Photograph of delegates and guests attending the annual convention of the American Oil Burner Association held recently 
in Detroit, Mich, - 


MILWAUKEE ENGINEERS WORK ON ELECTRIC 
HEATING PROJECT 


By storing up heat in water, engineers of a Milwaukee 
company hope to provide a way whereby electricity can be 
used without great expense for warming houses, and gen- 
erators that are normally idle at night can be run to ad- 
thus eliminating the loss from unproductive 
equipment, according to ‘‘Popular Mechanics.” 

Their plan is to heat the water by electricity in highly 
insulated tanks at night and keep the temperature at a 
useful height during the day by a small amount of current. 
The hot water would be made to circulate through the 
house in much the same way as it does in the ordinary hot 
water system. The value of electricity as a heating agent 


vantage, 


is recognized, but in daytime, when current consumption 
is great and capacity is taxed at peak hours, sufficient 
electricity for heating purposes could not be delivered 
without the expense of erecting additional plants. It is 
hoped that by the water storage plan no extra generator: 
will be needed and the equipment used at night will be 
available for service during the day. The idea will be 
tested out in competition with a coal burning system. 





Bids will soon be taken by the Board of Education, Min 
neapolis, Minn., on an addition to the South High school, 
to cost $110,000. Plans are being made by the Bureau 
of Buildings, Division of Design and Inspection, 245 Ninth 
avenue, N., in that city. 


From your cost standpoint: 


It isn’t much worse for your men to waste 
time this way in the backyard 







Just because your men are swearing and per- 
spiring over a hand pipe-threading job, isn’t 
any reason for you to think that they are 
making money for you. 

Poor devils! Doing their best. Putting in 
a hard day’s work. But how can they help but 
waste the time that you are paying them hard 
cash for—when they are working with ancient 
equipment? 


WiLL 


PORTABLE POWER 


I[LIAMS 


PIPE MACHINE 


than to waste time this 
way in the work shop 





How much better off they would be—and your profits 
would be—if they had a Willie Williams to help them. 
This record-breaking portable power machine threads, 
cuts and reams your pipes in a single setting— 
taking only a quarter the time your men now require 
for the same work. 

And this isn’t by any means all that you save by using 
the Willie Williams. It takes a 32-page Willie Williams 
booklet to tell you about it— 

Fill in the coupon and meil it today for your copy. 


’ 
| FREE OFFER COUPON 


Please send me the Willie Williams 
booklet which will tell me how t« 
increase my profits. 


| Name 
| Address... 
I is Fewkne ae State 


May 8, 192¢ 





























LL Speakman castings are made from electrically melted 
brass. Melting in the type of electric furnace we use 
insures that the brass is absolutely pure and uniform in 

quality, because it is automatically churned and thoroughly 
mixed throughout the entire melting period. This melting in 
electric furnaces keeps the metal free from the impurities 
which brass, melted by oil, gas or coke, is likely to contain. 


Electric melting also enables us to regulate accurately the 
temperature of the molten metal, and to pour when the metal 
has reached the exact degree of heat necessary to make close- 
grained, non-porous castings. 


SPEAKMAN COMPANY 


WILMINGTON, DEL. 








This improved Valve makes the Deshler 
’ ( Bath Fixture 


** even better than 
. it was before 
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gid BS 7% 


* i a ie = — % 
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( PHICR features of 
proved Deshler I 


by-pa connection 
Wer renewable worl 





The Three Big 
Improvements Are: 


1 More adjustment to the escutcheon 
which is also larger and _ heavier. 


9D Finished Wall Line indicated and 


} Re 
reaad in which ] 
in bonnet which ts renew 
is renew able \ isher 1s 


len a ed. H in lle 1 





1 »” dian eter. 
| am ae the escutcheon heavier we made it 33%” marked on body of valve. 
icT the base. 7] is large enough to cover an extra E |. -d Bs Bess 
irge hole. The adjustment of the escutcheon is from 25%" to 3 Miarged waterway. 
332" The nozzle of the Deshler has a large and smooth 
waterway. Shampoo connection furnished only when Nozzle has large / 
ordered) is expa é , smooth waterway S 


Fixture has ample adjustment. Raised strainer giving more 


i i area. 
‘ 

T | eg ; : 
Thread for slip nut on outlet is iron pipe size. 
Valves held in position by heavy set screws in malleable 
iT I] piate 
Supply to nozzle is iron pipe size so fixture can be set at side 
of tub and connection made by regular fittings. 


SPEAKMAN ComPANy, Wilmington, Del. 





This same improved valve is furnished on all Speakman 
Built-in Showers and Fixtures. Parts are interchangeable. Expansion 
Shampoo Connection 


See the back page of this insert for other Speakman Fixtures 
and Showers in which this improved valve is used. 





H2460 Deshler Bath 
Fixture Installed 


SPEAKMAN SH( 

















Everything has been done to make the 






Deshler Bath Fixture easy to install 





SPEAKMAN 


ERS ana FIXTURES 








H 2460 
(Front View) 


DESHLER 


SATH 





FIxTURE 





QT that the nuts on the waste 

Tee are made with corrugated 
ridges, so that they can be tightened 
with a hammer and chisel, if quarter 
are ¢ ramped and there isn't pace touse 
a W rench. The tie-plate which KCeP 
the valves in alignment is matieabie 


WOn.,. 


‘The waste operating dev ice crewe d 
into theiron tie-platein such a way that 
it cannot work loose—held by a heavy 
et screw. 

‘The waste lift rod is adjustable, and the 
yoke has adjustable connections to suit 
the various pitch of all tubs. 

I’ach fixture 1s tagged, so that the tile 
setter and plasterer know exactly where 


the finished wall line should come. 














(Rear View) 











Some of the most popular types of Speakman Built-In Showers and 
Fixtures in which the Improved Hi Seat Valve is being used 






= | ALSO IN LAVATORY VALVES 


Speakman Lavatory Valves have the same improved con- 
struction as the new Hi Seat Valve. The lavatory valves 
of course are smaller than bath and shower valves, other- 
wise the construction is similar. 

Escutcheons and handles on showers, bath and lavatory fix- 
tures are alike in design and harmonize one with the other. 





Showing Valve construction in 
Speakman Umit and Unit-Acto 

avatory Fixture Note the 
swivel disc, encased washer and 


H 2276 
Unit-Acto 


Lavatory Fixture 


renewable raised seat 
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MASTER PLUMBERS ENJOY BEEF- 
STEAK PARTY 

One of the most successful affairs ever held by the Man 
hattan Branch of the Association of Master Plumbers of 
the City of New York Wednesday evening, 
April 28th, at the Building Trades Employers Club, 30 
West 33rd street, New York City. The 
beefsteak party, and 215 participated, 
dred of these being master plumbers and the balance rep 
resentatives of the supply trade. Greater interest in the 
affair was manifested than the entertainment committee 


had expected and fully 75 persons who had hoped to at- 


MANHATTAN 


was staged 


occasion was a 


people one hun- 


tend were disappointed because their reservations came in 
too late to allow the committee to make arrangements for 
them. As it was, tables were crowded as closely together 
as possible in order to accommodate the guests. 

Edward J. Healy, of J. S. Murphy Co., 
the committee, and he and his cohorts, 
Joseph Spellman and Richard Tretler, had planned well 
Following the excellent entertainment fur- 
nished by one of the Broadway agents of the Shuberts was 
was one of the kind guaranteed to make the 
his worries, and price cutting 


was chairman of 
Emanuel Kalisch, 
dinner, an 


put on. It 
tired business man forget 
and kindred of the 
pushed into the background. 

The affair distinetly one for 
speeches were None of the 
wanted to talk, anyway, so everyone was satisfied 


woes Plumbing business were soon 


pleasure only, so 


Vas 


barred. dignitaries present 
Those 
fortunate enough to be present are hoping that the beef- 


steak dinner will be made a regular annual event. 


Texas Discusses Business 


Methods 


(Continued from Page 23) 


DR. H. O. SAPPINGTON SPEAKS 
R. H. O. SAPPINGTON, president of the state board 
D of health, talked on “Public Health.”’ In his ad- 
dress, Dr. Sappington brought out the point that sanita- 
tion is essential to civilization, even the needing 
in order to continue their 


bacteria 
certain rudiments of sanitation 
existence. He showed how, during the World War, it was 
brought out that the hardier men were from the cities and 
not from the rural districts as has been generally assumed. 
This, he stated, is because the city residents have learned 
the value of sanitation. 

He pointed out the the 
farms and for better sewage systems throughout the state. 


need for more sanitation on 
The housing conditions come first and should be so recog- 
stating that ‘any 
can be of service, we 


nized. He completed his address by 
time the organization I 
will be there.”’ 

N. S. Hunsdon, director of industrial education at Aus- 
tin, spoke on the growing need for more apprentices in 
the plumbing industry. He elaborated on figures given 
out by President Thomas in introducing him, that some 


years ago there were more than 125,000 plumbers while 


represent 


at the present time there are less than 90,000. 
Mr. 
want to 


Hunsdon 
fool with 
He showed, however that unless more ap- 


The biggest point in his investigations, 


tated, was that the “plumber didn’t 
an apprentice.” 
prentices were developed, the industry would deteriorate. 
This condition could be relieved by training more boys to 
take up plumbing. The government, he stated, was giving 


the states certain sums each year to promote industrial 


education among the schools and in Texas the state was | 


What the plumbers should do, 
the 


giving a much larger sum. 


he believed, was to educate people regarding 
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ontinental 


BOILERS AND RADIATORS 









Why The Continental is More 
Than Just a Low Water 
Line Boiler 


N ADDITION to having low 43” and 47” 
water lines, the Continental Low Water 
Line Boiler is designed to assure highest boiler 
efficiency under all working conditions. 
Side feed makes it unusually easy to fire. 
Short grate bars shaking in twos and threes 
provide perfect fire control. 
Long forward and back fire travel assures 
maximum heat absorption before reaching 
chimney. 
Water tubes in direct contact with flames 
make it a quick steamer~ you don’t have to 
force it. 
Ample water capacity prevents priming even 
on fan systems. 
Continental Low Water Line Boilers are made 
in regular and smokeless types and are well 
adapted for oil burning. 
A complete range of sizes is built for residences, 
apartments, churches, schools and industrial 
buildings. 
30 Series Boilers— 43” Water Line 
1,200 to 8,200 sq. ft. steam capacity 


40 Series Boilers—47” Water Line 
2,500 to 22,300 sq. ft. steam capacity 


(Continental Heater (rporation 
Dunkirk, N. Y, U.S.A. 


This Continental Book gives 
the complete story of all Con- 
tinental Boilers and Radiators 
Your name on a post card will 
bring your copy by return mail. 
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importance of the plumbing industry so that there would 
be as many men to carry on the work tomorrow as there 
were today, proportionately. 

Mr. Hunsdon's address was received warmly and on a 
motion by Joseph Netzer, a committee consisting of 
Joseph Netzer, Morris Levy and F. C. Wangler, made a 
resolution to change the by-laws so that an educational 
committee might become a permanent part of the asso- 
ciation. This resolution was passed. 

Henry B. Dielmann, attorney, of San Antonio, spoke 
In his address 
he emphasized the fact that in all contracts involving 


on “The Necessity of a Written Contract.” 


property it was essential for the wife to sign the contract 
as well as the husband He went back to the beginning 
of contracts to show how, in previous ages, the verbal 
contract was sufficient, but for present-day business, the 
written contract was highly important Oral contracts, 
he stated, were binding only so far as the mutual under 
standing and good faith of the contracting parties; the 
same practically applying where a contract was written 
and then changed by oral agreement. 

Mr. Dielmann quoted from the statutes of the state of 
Texas to show how the “Homestead Law” in Texas pro- 
tected property from assessment for obligations contracted 
against it unless under certain conditions such as: 1. It 
must be executed before any work is done or any material 
has been delivered; 2. It must be in writing; 3. It must 
be signed by husband and wife and acknowledged by both 
parties in the same manner as required for the conveyance 
of a homestead 
In closing his address, Mr. Dielmann brought out the 
urgent need for a uniform contract to be used by all 
plumbers and, to illustrate, told how the lumbermen were 
the only building men who had gone into this manner 
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and were clinching their business in a safe and effic 
manner. 

Mr. Dielmann’s points were made even stronger by ( 
Ormond of San Antonio relating a concrete experie. ce 
whereby his firm had lost half the money due on a <¢ 4 
tract by lack of information on the homestead law in 
Texas. 

In his address on ‘‘Sanitation,’”’ V. M. Ehler, eh. «f 
sanitary engineer of Austin, took occasion to use the | 
torical pageant in progress in San Antonio commen 
ating the freedom of Texas to illustrate his talk. ‘ 
stated that there was an invisible enemy working amo: 
the Texans which was far greater than any Mexican ary 
which had come across the border, and one that was 
acting a far greater toll than that which the Mexican ar) 
had taken $1 years ago. 

The greatest problem in the state of Texas, he stated, 
was not one of taxation, not one of road construction, but 
one of sanitation; in subduing the little invisible army 


ns 


< 


which was creeping into the homes unannounced and «x 
acting its annual toll. 

He declared that a great army was needed to extermi 
nate this enemy; a great caravan of garbage wagons and 
pails; a great army to break up this ravage of flies and 
mosquitoes which caused sickness, unhappiness, and loss 
of time. 

He stated that the streams must be kept clean, since 
the impurities which are swept down to the sea come back 
in the oysters and fish which are brought from there. 

He believed that the solution lay along the lines of 
education: to start in the schools; to go on into the 
colleges; to carry it on into the homes, and on to the rank 
and file. 

He showed how Dr. Kind, health officer of San Antonio, 
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Costly Accidents Like These Quickly 


yer 


and Per- 


manently Repaired with Tuttle’s TiteCOn Cement 








REPAIRS CHIPPED OR 
CRACKED 


Kitchen sinks Tiles 
| 


Fills cracks between the bath tub and wall. 

Has no equal for setting china handles. | 
Used to fill in cracks in tile floors and walls | 
or around base of lavatory and closet bowl | 
or as caulking between urinal sections. | 


Three Shades: Dead White | 
Blue White, Cream White 


| Bath tubs China fixtures 
| Lavatories Enamel ware 
| Closet bowls Vitreous ware 
| 

| 


GREY TITE-ON CEMENT 


The cement has a metal base. Metalizes 
but does not crystallize. Stands expansion 
and contraction, also vibration; steam and 
city water pressure. } 





Fixes cracks or holes in: 


Cylinder walls 


Cracked motor 
heads 


Gas and water 


Cracked sectional 
boilers 


Cracked radiators 
Cracked firepots 


Cracked slate or pipes 
cement laundry Transmission 
tubs cases 


Water heating coils, Metal tanks and works on 
all metals including galvanized iron, lead and 
aluminum. Welds itself into and over any 
| break or holes. It stands heat up to 1500 
degrees F and city water pressure. 











Tuttle’s Tite-On Cement Company, 

4507 Ravenswood Ave., Chicago, Ill. 

(Note: Hadn’t you better try both the gray and 
white Tite-On for then you will be ready for any 
emergency?) 

Gentlemen: 


Please send me at once for trial one can of whit- 
and one can of gray Tite-On. If not returned in 10 
days you may bill through jobber below at $3.75 
per can. 


My firm name 
Address. 
Jobbers name 


Address. 
or 








— 





“4 
This is the cement that a hundred contrac- 
tors have tested “on the job.”” Their experience 
proves its superiority. 


“It is the best thing,’’ says Mr. Walter T. Vosburg 
of Chatham, N. Y. ‘‘that I have found in nearly 
30 years experience in plumbing and heating.”’ 


Mr. George I. Kelly of La Grange, Illinois, writes, 
‘“‘We received our cement through our jobber, the 
Wolff Mfg. Company, and found it all you claim for it.”’ 


The Standard Sanitary 
Manufacturing Company of 
Pittsburg, state ‘‘Our branches 
have sold enough of your prod- 
uct to make any discussion 
of its merit unnecessary.” 
Branches of this large firm 
are selling Tite-On Cement 
regularly. 


A Can of Tite-On Costing Only 
$3.75 Plus Three Hours Work 
Will Net You $100.00 


Tite-On is areal money maker. Plumbers 
report that they bill an average of $100.00 
worth of work from a $3.75 can in some 
instances as high as $200.00. It saves time, 
labor and materials. Fully guaranteed by 
the manufacturer. 


(\TUTTLE'S 
Jite-On Metal a 
Cement 





Someone Dropped a Wrench 


If a bath tub, lavatory or china bow! is chipped when being installed, fix it 
with Tite-On. No need to tear out expensive work and costly fixtures just 
because someone let a wrench fall. Tite-On will make the damaged spot as 
good as new with a hard, lustrous porcelain finish like the rest of the fixture 

The same applies to chipped sinks, broken tiles and all porcelain and vitreous 
ware. Tite-On fastens Bathroom Trimmings securely to tile or Vitrolite walls 


Mail coupon today for trial can of this money making cement 
You take norisk. Satisfaction guaranteed. 


MADE AND MANUFACTURED BY 


TUTTLE’S TITE-ON CEMENT COMPANY 
4507 Ravenswood Ave., Chicago, III. 


Distributor and Sales Manager for Eastern States and Canada: 
J. M. Lyons, 48 E. 41st St., New York City 


Not affiliated with any other Cement Company or Product 
Pa Ad 
: 30 
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Hudson Portable Shower No. 200 


Shower is made of %”" O. D. brass, heavily nickel plated and 
%” corrugated rubber tubing Special coupling to prevent 
bl..w-off of rubber from stem. Furnished with 24” curtain 
ring, 74" rain head, heavy white duck curtain, nickel plated 
curtain pins, 5’ highest grade rubber tubing, nickel plated 
screws, aluminum bulb connection to bath cock and adjust 
able cast flanges 


An Inexpensive 
Necessity 


HUDSON 


Portable Showers 


There is always a profitable market ‘or 
good portable showers. In the smallei 
homes they are a positive necessity and 
even where a permanent shower is installed 
there is still room for a handy HUDSON 
Portable. You will find these showers to 
be leaders in their line—well made, easily 
installed and unusually durable. Write for 
Catalog No. 21 showing the complete line. 


Then Order From Your Jobber 


Hudson Brass Works, Inc. 


16-20 Nassau Brooklyn, 
Street New York 
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was endeavoring to create greater sanitation in hi: ty 
by demanding greater sanitation in the dairies and at 
packing and slaughtering plants. He showed how this 


| required good water supply, hot water systems, saniiury 


sewer connections and cooling vats for the milk. 

“It is easy to put out the mosquito,” he declared 
“where there is a good sewer system, but we must lirst 
have that system and see that it is patronized.” 

He closed his address by suggesting that President 
Walton of A. & M. College be requested to take up sanita- 
tion in the agricultural bulletins which he gets up and 
sends out on the farms from time to time. 

J. O. Montrief of Fort Worth talked on “The Master 
Plumber as a Sub-Contractor.’’ He said that the home 
owners should have the advantage of knowing the fixtures 
and plumbing that was going into their homes, and should 
get this information from the master plumbers and not 
from the architects and general contractors. 

“We should be contractors, and not sub-contractors,” 
Mr. Montrief urged, adding, ‘‘I am a contractor and not 
a journeyman.” He recited instances to illustrate his 
points and showed how the lumbermen were making a 
practice of not paying for work until the entire job was 
finished, and the loan had been completed. He suggested 
that the plumbers unite in eliminating this practice so far 
as they were concerned. He told how the Dallas and Fort 
Worth master plumbers had formed a resolution disap- 
proving the awarding of plumbing contracts in the general 
contract and read the resolution, as follows: 

“Be it resolved: That the State Association of Texas 
go on record as disapproving the award of plumbing con 
tracts in general contracts, and that all plumbing con 
tracts be awarded separately by the architect, and that all 
architects in this state receive a copy of his resolution.” 
The resolution was signed by A. F. MeLain of Fort Worth 
and T. L. Benning of Dallas. 

T. L. Benning of Dallas told of an advertising campaign 
which was being planned in that city wherein prizes ag 
gregating $250 in cash were to be awarded to the person 
making the best definition of the question, ‘What Is a 


9 


Plumber 


Among the exhibits at the Texas convention were the 


| following: 


Wolverine Brass Works, Grand Rapids, Mich., in charge 
of Max Adams; Pittsburg Water Heater Co., Pittsburgh, 
Pa., in charge of R. L. Edwards, F. G. Kune, and Marvin 
Burdett; the Duro Co., Dayton, Ohio, in charge of W. A. 
Jjoatman, R. W. Barnes, E. G. Longhammer and R. W 
Dawson; American Radiator Co., Buffalo, N. Y., exhibited 
water heaters under the supervision of J. F. MeIndoe: 
the Ruud-Humphey Co., of Dallas, Tex., exhibited water 


| heaters in charge of C. H. Seidenglang, W. B. McClure 


B. J. Darius and J. J. MeGrath; Ridge Tool Co., Elyria, 
Ohio, in charge of T. G. Scott; John H. Dodd, manufac 
turers’ agent, Dallas, Tex., exhibited closet seats and flush 
valves. 

Hoffman Heater Co., Louisville, Ky.,, exhibited in 
charge of C. W. Neisel and J. L. Keefe; Sands Mfg. Co 
Cleveland, Ohio, represented by I. L. Schiredtman and 
E. G. Horne; Gillespie & Schiran, Inc., San Antonio, Tex 
exhibited oil burners; ‘‘Sy’’ Martin, of H. P. Martin & 
Sons Co., Owensboro, Ky., was present throughout thie 
entire meeting and distributed watch fobs to delegate: 
and visitors; EverHot Heater Co., Detroit, Mich., was 
represented by L. C. Way who maintained an exhibit 
during the meeting; Dan Craven, representing Sexauer 
Mfg. Co., New York, N. Y., was present. Among the 
salesmen present was Frank Clowe, of Clowe & Clow: 
Amarillo, Tex. 

















May 8, 1926 DOMESTIC ENGINEERING 


wy get half a 
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vans work 
mans pay? 









You expect a man cutting threads to deliver a full 
day’s work for a full day’s pay—then why give him 
a Stock with a stiff-acting lead screw? 


Even when the lead-screw doesn’t clog with chips, 
it is bothersome and muscle-wasting. It slows down 
the work. 





The tool sets the pace for the man 


Get your men REED Ratchet Stocks, 
and watch how much work they get 
done. 


No bushing to hunt for, to make the f 
stock fit the pipe. Noclamping ona | 
lead screw. Just slip the stock over 
the pipe—turn a small arm that pro- 
jects the four jaws of the adjustable 
guide, centering the stock exactly on 
the pipe. 


It starts cutting instantly —but 








starts so easily that you can hardly | A ageie ; 
tell when the cutting begins. The | And it’s the simplest of ratchet stocks 7 
The tool that your men don’t have to “nurse.” 
patented double-threaded throat | 15 to 20 fewer parts than other ratchet stocks, 7 
takes hold of the pipe at once, burr a a simple —_ makes for a more substantial 4 
° | construction. ll parts guar teed ins 
or no burr, and draws the stock right | breakage. Se Ps a 
ahead. The kind of a tool that a good workman takes turing Co. 
| pride in, and takes care of. 7/ Erie, Pa. 
Get the facts about the handiest Because it has no lead-screw, the REED A Gentlemen: 


; : Ratchet Stock is not tricted 
j Tear off and mail the ot restricted to any one 
pipe stock thread pitch. One stock cuts either 4 Sure, mail me that folder 


coupon for our booklet: “HE right hand or left hand threads }” to pe: sopreren 
2"—American Standard or British HE DIDN'T BELIEVE 


DIDN’T BELIEVE THE DIE Standard. Also cuts bolt threads 7 THE DIE WAS CUT- 








WAS CUTTING.” 1” to 2”, P TING!” giving a description of 
aoe : r the REED Ratchet Pipe Stock. 
MANUFACTURING 7 Name .. 
COMPANY é 
ERIE, PA. 4 Company Name 








#4 Address ...... 
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. HE lily needs no painting”, according 

to the old proverb—which is just an- 
other way of saying that true quality speaks 
for itself. 


Commonwealth Lavigne Radiator Valves 
offer tangible quality. The forged brass tail 
nut, which is twice as strong as the ordinary 
casting, makes installation easier by elim- 
inating cracked or broken tail nuts. The 
composition handle, with the milled edge 
and slightly rounded top (which will not 
collect dust) is the most convenient design 
on the market. Test for yourself the 
smoothness and simplicity of the mechanical 
operation; notice the careful manner in 
which the entire valve is machined and 
finished. 


The one feature you cannot see is the long 
years of trouble-free service which these 
valves will deliver. 


Manufactured by 


COMMONWEALTH 
BRASS 
CORPORATION 


DETROIT 








os 1) Your 
willl Jobber 

merece Can 
Supply 

You 





RADIATOR VALVES 


ENGINEERING 


|} secretary, and A. R. 





j 


| 
1 





May 8 26 


- 


GUIDE COMMITTEE OF A. 8S. H. & V. E. APPOIN . ep 
Perry West of Newark, N. J., will again head the ( le 
Committee of the American Society of Heating & Ven la- 
ting Engineers this year, having been reappointed by | > es 
ident W. H. Driscoll. His aides will be J. E. Bollin.’ of 
Chicago, L. A. Harding of Buffalo, C. V. Haynes of > ew 
York City, A. C. Willard of Urbana, S. R. Lewis of | hi- 
eago, C. P. Yaglou of Boston, Dr. W. J. McConnel! of 
Philadelphia, Albert R. Acheson of Syracuse, C. L. Riley of 
New York City and Dr. E. V. Hill of Chicago. 
MARSHFIELD ASSOCIATION TO ESTABLISH APPRiN. 
TICE SCHOOL 


Master plumbers of Marshfield, Ore., voted at their \ast 
meeting to establish an apprenticeship school. The mvet- 
ings will be held in the high school building and A. J, 
Kirst will be instructor. Six apprentices have already ap- 
plied for admission. Later the Coos Bay organization ex- 
pects to put on the night school for journeymen. This ac 
tion was taken at a meeting attended by President T. M 
Barr of the Oregon Association, H. T. Sherriff, execuiive 
Nichols of the department of voca 
tional training for the state. 





Convention Dates 


May 10 and 11, 1926.—The annual convention of the North 
Carolina Master Plumbers’ Association, in Goldsboro, N. C 
with headquarters at the New Goldsboro Hotel. 

May 11 and 12, 1926.—The thirty-sixth annual convent 
of Connecticut Master Plumbers’ Association, at the State 
Armory, New Haven, Conn.—The association’s annual exhibit 
will be held in the same building May 11, 12, 13 and 14. 

May 14 and 15, 1926.—The annual convention of the Oregon 
Master Plumbers’ Association, at Corvallis, Ore. 

Muy 17 and 18, 1926.—The annual convention of the Ten- 
nessee Master Plumbers’ Associatiun, at Chattanooga, Tenn 

May 17, 18 and 19, 1926.—The annual convention of the New 
Jersey State Master Plumbers’ Association, at Camden, N. J 
The sessions will be held at the New Convention Hall. 


May 17, 18 and 19, 1926.—The annual convention of the 
California State Association of Master Plumbers, at los 
Angeles, Calif. 


May 25 and 26, 1926.—The thirty-second annual convention 
of the Pennsylvania State Association of Master Plumbers 
in Erie, Pa. 

' May 26, 27 and 28, 1926.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
Lexington, Ky. 

May 27, 28 and 29, 1926.—The second convention of the 
National Association of Plumbing and Heating Salesmen, in 
Detroit, Mich., with headquarters at the Book-Cadillac Hotel 

June 1, 2 and 3, 1926.—The annual meeting of the National 
District Heating Association, at Niagara Falls, N. Y. 

June 1, 2 and 3, 1926.—The annual convention of the Na- 
tional Pipe and Supplies Association, at White Sulphur 
Springs, W. Va., with headquarters at the Greenbrier Hotel 
and Cottages. 

June 1, 2, 3 and 4, 1926.—The thirty-seventh annual con 
vention of the Heating and Piping Contractors National 
Association, at Washington, D. C., with headquarters at 
Willard Hotel. 

June 19, 1926.—The annual convention of the Montana 
Master Plumbers’ Association, at Boulder Springs, Mont. 

June 21, 1926.—The annual convention of the Kentucky 
Master Plumbers’ Association, at Louisville, Ky., with head 
quarters at the Kentucky Hotel. 

June 22, 23 and 24, 1926.—The forty-fourth annual con 
tion of the National Association of Master Plumbers, at 
Louisville, Ky., with headquarters at the Brown Hotel. 

June 29 and 30, 1926.—Midsummer meeting of the Natio: 
Association of Brass Manufacturers, at Chicago. 

October 11-15, 1926.—The eighth annual convention of 
American Gas Association, at Atlantic City, N. J 
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AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








COMPANTES RECENTLY INCORPORATED 

The Consolidated Boiler Corporation, Benton Harbor, 
Mich., was recently incorporated with a capital of $150,- 
to manufacture steam and hot water boilers. The 
company is completing arrangements for the early con- 
struction of a manufacturing plant to cost approximately 
$100,000. Harry V. Tutton and Adolph T. Johanson, both 
of Benton Harbor, are the principal stockholders. 


O00 


Northlite Burner Corporation, Boston, Mass., has been 
incorporated to deal in heating appliances. The incorpo- 
rators are: Gustav A. Bergfors, president; Joseph E. Lud- 
den, treasurer, room 413 Sears building, Boston, and 
Richard C. Evarts, secretary. 

The Automatic Appliance Co. has been incorporated in 
Seattle, Wash., with a capital of $20,000, by A. C. DeVoe, 
E. P. Dearborn and D. L. Blair, to handle heating and 
refrigerating machinery. 

The Thompson Water Heater Co., Glendale, Calif., has 
been incorporated with a capital of $250,000, by George 
O. Thompson, of Burbank, Howard M. Baird of Los An- 
geles, Murdock J. Gillis, Jr., J. R. Adams and Theo. H. 
Menk., 

The Acorn & Advance Filter Sales Co., Inc., Green- 
wich, Conn., has been incorperated with a capital of 
$6,000 to engage in the sale of filters and attachments. 
The incorporators are: Gustave A. Linke, 431 Greenwich 
avenue, Greenwich; Serena E. Ashford and Theodore 
Linke, Douglaston, N. Y. 

The Capitol Manufacturing and Supply Co., 550 Nich- 
olas street, Columbus, Ohio, has recently been formed 
to manufacture pipe nipples and other plumbing special- 
ties. S. Mendlowitz is the manager of the company. 

The Remote Control Valve & Mfg. Co., Pasadena, Calif., 
has been incorporated with a capital of $50,000 by S. L. 
Roland, Charles Atherton and Harold G. Young of Pasa- 
dena, and George W. Somerville and Wayne W. Somer- 
ville of Los Angeles. 





STRINGER BROS. CO., INC., INCREASES CAPITAL 
STOCK 

Announcement is made from Gadsden, Alabama, that 
Stringer Bros. Co., Inc., manufacturer of stack fittings, 
with plant at Gadsden and general offices at 1100 W. 38th 
street, Chicago, has increased its capital stock from $250,- 
000 to $350,000. The company, also, amended its charter 
to allow it to manufacture pipe and other plumbing goods. 
The name, Stringer Bros. Co., Inc., represents a change, as 
well, the company formerly being known Stringer 
Brothers Co. 


as 


WILL REPRESENT VAPOR VACUUM HEATING CO. 

The Vapor Vacuum Heating Company, New York City, 
recently announced that it has entered into a contract 
with the Automatic Fuel Saving Co., 2539 North 26th 
treet, Philadelphia, for the sale of its specialties in the 
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Philadelphia territory. R. 
the Automatic Fuel Saving Co., was formerly connected 
with the Vapor Vacuum Co., and the new con 
nection will enable him to resume relations with his many 


friends in the heating industry 


O. Kriebel, who is secretary of 


Heating 


GEFRO SUPPLY CO. NOW DOING JOBBING BUSINESS 

The Gefro Supply Company, with headquarters at 606 
Bergenline avenue, West New York, N. J., has entered the 
jobbing business after having been in the retail business 
in West New York since 1902. The officers of the concern 
William A Weyhau 
sen, first vice-president; George Frank Rover, second vice 
Ralph R. Rover, third 
Frederick Rover, secretary 


are: Weyhausen, president; Harry 


president; vice-president, and 


George and treasurer 


YOUNGSTOWN SHEET & TUBE CO. PRESIDENT 
TOWN NAMED AFTER HIM 
The town of East Youngstown, Ohio, has had its name 
changed to Campbell. The new name was chosen by a 
group of citizens in honor of James A. Campbell, presi- 
dent of the Youngstown Sheet & Tube Co., in whose plants 
most of the residents of the city work. 


HAS 


Cc. A. DUNHAM CO. OCCUPIES OWN NEW BUILDING 
Tuesday, April 20, the newly completed Dunham Build 
ing, 
administrative and general offices of the C. A. 


450 Kast Ohio street, Chicago, was occupied by the 


Dunham Co 


This with the $100, 
000 addition to the 
factory at Marshall 
town, Iowa, built last 
year, completes a 
program laid down 
five years ago when 
the general offices of 
the company were 
moved to Chicago 
from Marshalltown 
The Dunham Build 
ing is a handsome 


nine-story structure 
D. H 


, and 


designed by 
& 
splendid 
to the 
of the 
it 
first 


surnham Co 


is a addi 
tion architec 


ture area in 


which is located 
The floors 
are of Bedford stone, 
of 
brick, 
and top story and attic of buff terra-cotta to match the 
This architectural treatment 


two 


The new Dunham Building with five floors 


dark red face 


two lower floors. is carried 


out on all four sides of the building 


The administrative section and general offices of the 
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company occupy the entire three top floors of the new 


building, where ample light and air insure ideal working 


conditions for employes 


FLUSH-A-WAY SALES CO. TAKES NEW NAME 
The Flush-A-Way 1158 Market 
Francisco, Calif., has just incorporated its business under 


Sales Co., street, San 


the name of West Coast Chemical Products Corporation. 


WILL REPRESENT COHOES ROLLING MILL CO. 
The Cohoe Rolling Mill Co., 


appointed Cochran-Sargent Co. 


Cohoes, N. Y., has just 

distributors of its products 

in the territories covered by Cochran-Sargent Co.’s main 

Paul, Minn., Minneapolis, Minn., 
Fargo, N. Dak 


house and branches in St 


ioux Fal ‘ Dak and 


PLUMBSTEAM CLUB TO ELECT OFFICERS 


The next meeting of the Plumbsteam Club of Philadel 


phia is to be held at McAllisters Restaurant, 1811 Spring 


Garden street in that city on Friday evening, May 14th 
M. H. Feldman, sales manager of the John Wood Manufac- 
turing Co., Conshohocken, Pa., will be the chief speaker 
of the evening This will also be the last meeting of the 
first year of the association's existence, and officers for 


the ensuing vear will be elected 
PROMOTIONS IN NATIONAL TUBE CO. 


The election of Taylor Allerdice to the presidency of 
National Tube Co., Pittsburgh, has resulted in 


promotions to positions made vacant by the change “ 
( Patterson 


several 


who had been assistant vice-president, has 
office 
MecNiff, who has been assistant to 


been promoted to the of vice-president in charge of 


operations Gilbert P 
the vice-president, has been made assistant vice-president. 
Mr. Patterson has been in the tube business practically 
all his life and with the 


Mr. McNiff ha 


one company since he left school. 
been with National Tube Co. since 1912. 


INCORPORATED AS JOHN STERLING, INC. 


John Sterling, merchant engineer, 117 


Indianapolis, Ind., has 


East Michigan 


street, incorporated his business 


under the name of John Sterling, Inc., and has opened 


a branch office at 632 Atlas building, Columbus, Ohio, in 


charge of Carl F. Lorimer. This corporation acts as 
sales representative for Kewanee Boiler Co., EverHot 
Heater Co. and the Fulton Company. 


BLAKE SPECIALTY CO. OPENS CHICAGO OFFICE 

Blake Specialty Company, of Rock Island, IIl., is open 
ing a Chicago office at 912, 360 North Michigan 
Halligan, president, who will 
The 
handle sales in Chicago and vicinity. 


Room 
avenue, in charge of Bert G 
divide his time between Chicago and Rock Island. 
Chicago office will 
The company will also maintain a warehouse in Chicago 
from which delivery will be made in this district. C. M. 
O'Brien will devote ali his time to Chicago and vicinity. 
HELD FORMAL OPENING MAY 1 

The formal opening of the new office and warehouse of 
the Mackay Supply Company, Inec., 512 Central Avenue, 
Far Rockaway, IL. 1, N. Y., was held from noon to six 
o'clock Saturday, May 1. A large attendance of master 
plumbers and manufacturers’ salesmen was in evidence. 


DERMAX MEG. CO. STARTS OPERATION 


Charles Lipschutz, manufacturers’ agent, with head- 


quarters in the Drexel Building, Philadelphia, has organ- 


ized the Dermax Manufacturing Co.. 


started to 


which 
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manufacture plumbers’ brass goods at a factory locate t 
Hancock and Oxford streets, Philadelphia. W. W. > 
gan, formerly of the Morgan Brass Co., is in charge of 
plant 


NOW IN NEW LOCATIONS 

W. P. Davenport, vice-president and general manacer 
of the William H. Page Boiler Company, announces ‘he 
removal of the company’s showroom and general offices 
to 200 Madison Avenue, between 35th and 36th Stre: 
New York City. 

Paul Munk & Co., dealers in plumbing specialties, have 
moved warehouse from 114 Chambuers 
37-39 Murray street, New York City. 


their offices and 
street to 

The Durst Manufacturing Company, Inc., of New York 
City, is moving from 119 Chambers street to 468 Broad 
way, in that city. The company will have greatly en 
larged quarters at the new location. 

The Heggie Simplex Boiler Company, of Joliet, Ill., has 
moved its offices in New York City from 101 Park avenu 
to the Trust Building at 4\st 
The new address is 475 Fifth 


new Loan and 


street and Fifth avenue. 


Farmers 


avenue. 


NEW PLANTS AND ADDITIONS 
The Bead Chain Manufacturing Co., Bridgeport, Conn 
is adding ancther story to its factory in order to take care 
of increased business. Part of the additional space the 
new floor will give the company will be used for offices and 

the balance for storage space. 
The Pacific Tank & 4820 
Huntington Park, Calif., is planning to rebuild its plant 


Pipe Co., -acific avenue, 
The company also expects to build a large warehouse to 
increase its storage facilities. 

The Bergen Plumbing Supply Co. of Hackensack, N. J 
has expanded by building an addition to its quarters at 
110 Union street. The firm has also added to its delivery 
facilities by the purchase of two additional trucks. 

The Manufacturing Equipment & Engineering Co., 
Framingham, Mass., has recently completed a $50,000 ad 
dition to its plant in that city. 

The Pacific Gas Radiator Co., 7541 Roseberry street, 
Los Angeles, Calif., has just completed an addition to its 
plant. The addition gives the company 50,000 sq. ft. of 
additional floor space. 

The Milwaukee Brass Specialty Co. is erecting a one 
tory factory building at 1321 Thirtieth street, Milwaukee, 
Wis. The plumbing contract on the building has been 
awarded to Peter Vogt, of Milwaukee. 

The Standard Brass & Manufacturing Co., of Port Ar- 
thur, Tex., of which H. J. 
the contract for construction of its plant. 


LeBlane is manager, has let 


PITTSBURGH SALESMEN PLAN ASSOCIATION 
On Friday evening, April 30th, a 
salesmen met for dinner at the General 


group of fourteen 
Forbes hotel 
Pittsburgh, Pa., to discuss plans for a Pittsburgh Chapter 
of the National of Plumbing and Heating 
Salesmen. Charles Haynes, vice-president of the Hoffma! 
Specialty Co., and a member of the Philadelphia Plum! 
steam Club was present and told how the organization 
Philadelphia was operating. 

R. J. Maggie, of the Anchor Sanitary Co., was appointed 
chairman, and E. W. Stitt, of the Hoffman 
Specialty Co., was appointed temporary secretary. T! 


Association 


temporary 


objects, purposes and advantages of the association wer 
read from the book entitled, “Our Association,” a gilt 








eee 
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pressed interest and willingness to make the organization 





a success. 

\ motion was made that a committee be appointed to 

ike arrangements for an organization meeting to be 
held Friday evening, May 14th. The meeting place will 
be selected by the committee, which consists of the fol 
lowing: Edw. Kunde, Malone Supply Co., chairman; E 
W. Stitt, Hoffman Specialty Co., and R. Payne Wettstein, 
“Domestic Engineering.’”” A nominating committee was 
appointed to prepare a slate for the May 14th meeting. It 
is composed of: A. E. Sloan, Bailey-Farrell Manufactur 
ing Co., chairman, and W. J. Dauenhauer, Anchor San- 
itary Co. 

Among those present were: W. J. Dauenhauer, R. J. 
Maggie and Jas. L. Shaughnessy, of Anchor Supply Co.; 
J. FE. Sullivan and A. E. Sloan, of Bailey-Farrell Manu- 
facturing Co; E. A. Hepting, Fort Pitt Supply Co.; Geo. 
G. Raddin, Harris Pump & Supply Co.; Edw. Kunde, Ma- 
lone Supply Co.; B. Cailin, Crane Co.; E. M. Dewalt, Fig. 34 
American Radiator Co.; V. H. Kurtz, United States Radia- 


tor Corporation; E. W. Stitt and Charles Haynes, Hoffman 
Specialty Co., and R. Payne Wettstein, ‘‘Domestic Engi- WUESTHOFF 
neering.” 
o 
DETROIT RANGE BOILER & STEEL BARREL CoO. | China Spout 
OPENS OFFICE IN ST. LOUIS 

Detroit Range Boiler & Steel Barrel Co., Detroit, Mich., and 
has just opened a new office in St. Louis, Mo., room 1201! " 
and 1202, Louderman building, at the corner of 11th and | Ever-Dry Soap Dish 
Locust streets. The oftice will be under the general super- | 
vision of Thomas M. Stinson, western sales manager with 
offices in the Straus building, Chicago, and under direct 
charge of J. B. Shipley. Mr. Shipley was formerly con- 
nected with Detroit Range Boiler & Steel Barrel Co. and is 


thoroughly familiar with the company’s products and | 
policy. He returns to the company to take charge of the | 





is one of those innovations that 
always make people say,“Why didn’t 
someone think of that before?” 





St. Louis office after being away thirteen months. Instead of the old time soap dishes 
CHICAGO JOBBERS' BOWLING LEAGUE HOLDS | full of “gooey” soap drippings, this 
ennai | one is always clean and dry because 

The Chicago Plumbing and | . . : 
aan Mander aiaeasea ee | it automatically drains through the 


Heating Jobbers’ Bowling 
League held an_ interesting 
meeting Thursday evening, 
April 29th, to wind up its af- 
fairs for the past season. It 
was voted to no longer limit 
the membership to jobbers 
alone, but to admit manufac- 
turers as well. The name 
was accordingly changed to 
the Chieago Plumbing and 
Heating Manufacturers and 
Jobbers Bowling League. 
Fourteen men were present 
representing the twelve teams 
which compose the league. It W. W. Schlegel 

is expected that by the time 

the 1926-1927 season opens there will be between 16 and | M W WUESTHOFF CO 
“0 teams competing. W. W. Schlegel, of Hoelscher Bros.. . . . 
L. D. Allen, of James B. Clow & Sons, and William Krug- | 
man, of the American Radiator Co., were appointed a com- 
mittee to secure new alleys for the coming season. 


spout. 


Good to look at, convenient and 
sanitary to use, unaffected by sudden 
changes of water temperature, the 
WUESTHOFF CHINA ‘SPOUT 
AND EVER-DRY SOAP DISH 
will sell fast and stay sold. 








| Write Today 


Vitreous China Plumbing 
Specialties 





A. M. BYERS CO. SHOWS FILMS TO MASTERS 


Two master plumbers’ associations were given the op- 


portunity to learn more about the making of wrought iron 
pipe during the week ending April 24th. Monday evening, | BUUNURMEREMES: ser oe 


786 Harrison St. San Francisco, Calif. 








82 DOMESTI(¢ 


April 19th, the A. M. Byers Co. film, “The Little Red 
Rall,”’ was shown to the members of the North Hudson 
N. J.) Master Plumbers’ Association, and on Thursday 


evening, April 22nd, the Newark, N. J., master plumbers 
viewed the film. Lee Turner explained the pictures. 


CENTRAL TRADES GOLF ASSOCIATION TO OPEN 
SEASON 
The Central Trades Golf Association of Pittsburgh, Pa., 
will hold its first meeting of the season at the Edgewood 
Country Club on Tuesday, May 11th. C. S. Pitkin of 
Crane Co. will act as host. 


WESTERN TRADE GOLF ASSOCIATION TO PLAY 
FIRST TOURNAMENT AT WILMETTE 


The first tournament of the season for the Western 
Trade Golf Association will be held at Wilmette Golf 
Club, Wilmette, Ill., on Tuesday, May 11. Wilmette is 


the home club of Clint E 
ciation 


seery, president of the asso- 


KASTERN TRADE GOLFERS TO HOLD FIRST MEET 

Staten Island, N. Y 1926 
meet of the Eastern Trade Golf Association, arrangements 
having made to hold the May tournament at Fox 
Hills Club Thomas Kellogg, chairman of the 
tournament committee, has just announced the date to be 
Tuesday, May 18. 


will be the scene of the first 


been 
Country 


TO HOLD ANOTHER HEATING EXPOSITION 
The National Heating and Ventilating 
Exposition is to be held at the Twelfth Regiment Armory, 
61st Street and Columbus Avenue, New York City, March 


second annual 
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SNO-WITE Bathroom Trimmings 
are not only good-looking when 
they are installed, but you can as- 
sure your customers that they will 
stay that way for at least ten years. 
We positively guarantee that. 





American Enameled 
CHICAGO 
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“SNO-WITE: 
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GUARANTEE 
This article is guerae 
I ae aot to chip. 

. Test. break or deterior 
ete Made of gencine por. 
colein enameled meta) 
come e lerge plamb- 
ing Oxtures, 
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14-19, 1927, inclusive, it is announced. The managem: nt 
has received many enthusiastic letters from firms wh ch 
exhibited at the first show, held in March, and have .|}- 
ready sold 39 booths for next year’s exhibition. 

M. L. KLINE CO. EMPLOYES HOLD BOWLING ME !T 
The bowling tournament for 1926 of the M. L. K) 
Co., Portland, Ore., was won again this year by the «ry 
team under the captaincy of George, Barden. This is 
second time in succession that this team has won the « 
The annual tournament includes the East Side team, the 
Office team and the Outside team, or men engaged in s-!] 

ing outside the city. 


Personal Mention 


H. M. Hoelscher, president of Hoelscher Bros., Chicago 
is expected to return to Chicago about May 10th. Mr. 
Hoelscher has been making an extended tour of Europe 
having left this city February 9th. 

Fletcher Collins, connected with the promotion depart- 
ment of the A. M. Byers Co., Pittsburgh, Pa., is calling on 
architects and jobbers in the New York City district. 
connected with Woodward 
Philadelphia, and very well known through 
out the trade in the East and Middle West, has joined the 
sales force of the Best Manufacturing Co. of Cleveland, 0 


Charles Jacobs, for years 


Wanger Co., 


T. A. Johnson, of J. D. Johnson Co., Inc., Brooklyn 
N. Y., recently returned from a six weeks’ stay in Florida 
where he was with Mrs. Johnson because of her poor 
health. 


W. S. Roe, Newark, N. J., recently returned to his offic: 
after a week's illness with the grip. 





SNO-WITE Bathroom Trimmings 5: 
are a profitable line to install in a) 
either old or new bathrooms. || 
They will please your customers 
and net you an extra profit. Write 
for complete catalog—NOW. 





teed tor 
change 





Products Company 


ILLINOIS 
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Harold Townsend, of the Charles Hartmann Co., Brook- 
In, N. Y., has been elected a member of the Metropolitan 
ade Golf Association. 


| 


Dearborn Pop-Up Waste | 


BUILT RIGHT AND SOLD RIGHT 


| 

| 
Martin A. Brennan, for many years associated with the 
( arrison-Heiland Corporation, New York City, as secre- | 
tery, and for the past two years connected with the Re- 
public Brass Company in Pittsburgh and New York City, 
is again with the former corporation, having recently 
severed his connection with the brass company 


John E. Chipman has been appointed sales representa- 
tive for the Eastern Foundry Company, of Boyertown, Pa. 
He will cover the New England territory, and his head- 
quarters will be at 428 Old South building, Boston. 


| 
| 


T. D. Graham, formerly 
connected with the New York 
office of the Republic Iron & 








: 
Steel Company, of Youngs- | | Simple 
town, Ohio, has been ap- | Positive 
pointed representative for the | 


Reading Iron Company, of 
Reading, Pa. His headquar- ; ; 
hove will be at Room 326. 286 A simple, positive and 
‘ : . Jaa durable Pop-Up Basin 
Euclid avenue, Cleveland, | Waste which is quiet 
Ohio. | in operation and ad- 
justable to any lavatory. This 
R. L. Hanschke, formerly of Waste is leak-proof, no pack 
Pittsburgh, and now repre- | ings or rods to loosen or get out 
senting the Chicago Faucet of adjustment and can be in 
i : stalled in half the time others 
Co., Chicago, and the Duriron | usually require. 


Co., Dayton, Ohio, is main- Rieairecda soca oh aes } 





| Durable 





te 74 


Patented June 30, 1925 














T. D. Graham taining headquarters at 2179 
3 ~ 
Wyandotte avenue, Lakewood, | D E A R BO R N B R A S S 6 O. 
Ohio, instead of at the address reported in these columns | CEDAR RAPIDS, IOWA 
last week. | Makers of Quality Brass Goods Since 1898 











L. W. White has recently been appointed New York —————— 
representative of the Whale-Bone-Ite Division of the 
Brunswick-Balke-Collender Co., Chicago. Mr. White was 
formerly sales manager of the Wolff Mfg. Corporation, re 
Chicago, and is well known in the East and Middle West 
John Ward, Jr., who was formerly connected with the 
Haines, Jones & Cadbury Co., Philadelphia, has also been 
appointed Philadelphia representative of the above divis- 
ion of the Brunswick-Balke-Collender Co. 
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Sump — Boosters 
Swimming Pool 


Fig. 194-B — Illustrates 
standard Vertical Cen. 
trifugal Sump Pump. 
These pumps are built 
for handling drainage 
water, sewage, etc. 













— 


Complete Bulletin 
No. 120-A to be 


had upon request. 


Manufacturers 
agents calling on 
architects and 
plumbing contrac- 
tors interested in 


this line should 





At the annual meeting of the Plumbing, Steam & Metal Sales- 


























men’s Association of the State of Maine, held recently at s > communicate. 
Dunseroft, Dunstan, Me—Top picture, left to right: Frank | 7, +s 4 

S. Billings, treasurer, and N. M. Doten.—Middle picture: | —— , —_ 

Joseph Maynard, Andrew F. Curtin, and Allen M. Pierce, | TABER PUMP CO., BUFFALO, N. Y. 
president.—Bottom picture: Chas. H. Nelson, M. A. Prescott, | 


J. &. Hunter, Wm, Redmond and F. P. Murphy 
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ESTIMATING 
RADIATION 


is a very simple matter 
when Perrigo’s “Table of 
Estimated Radiation” is 
used 





This table, consisting of 
two charts, one for steam 
and one for hot water 
radiation, is u and 
recommended by some of 
the best authorities in the 
trade 


The charts have been 

computed —_ standard 

. They 

will enable nes to know 

you are right. And they 
will save you time, waste and worry. 

wall and 


Given the amount of glass saggy a 
cubica] contents, the radiation u for any size 
room can be read easily and quickly. 

They are printed in two colors, on heavy celluloid, 


making four pages, size 444x67% inches, substantially 
bound together with cloth 


a s Table of Estimated Radiation will pay 
for itself if used only once or twice during the ting 
season. And it will outlive several such seasons. 


Price, $1.00 Postpaid 


Domestic Engineering 
Chicago, III. 


1900 Prairie Avenue :: 
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LO» PIERCE, BUTLER & PIERCE 
7 MANUFACTURING CORP. 
Valve and Gage Division 
EASTWOOD, N. Y. 
Packless Radiator Valves — 
= Steam and Altitude Gages 
w and Hot Water Thermometers 
AP of superior quality made in 
vy our own factory. 
. = _ 
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| industrial uses 














Bath a Day a+ 


Bath a DayStickers. 114" diam., orange and 
black, to stick on letters, bills, etc. 45c per 1,000. 
Bath a Day Buttons. 7%” diam., with pin. 
$1.75 per 100. 
Bath a Day Signs. Orange and black, 634” 
diam., for windows, windshields, etc. 10c¢ each. 
Bath a Day Posters. Orange and black, 21” 
diam., for windows, billboards, etc. 10c¢ each. 
Please send check with order. 
DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


Helps 
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New Trade Literatur: 


“How to Buy and Use Fuel Oil” 
a growing among writ: 
a popular sty 


There 
text 


seems to be tendency 


of books to express themselves in 
Such is a book by Stephen O. Andros, A.B., E.M., entit! 
“How to Buy and Use Fuel Oil.”” A popular style is usua 
accompanied by a greater clarity and understandablen: 
than is often found in technical charact: 
This book The book is n 
only clear and easy to understand, but is also entertaini: 
this subject 
has had a wide with oils and the 

He was formerly assistant professor of min 
ing research in the Engineering Experiment Station, U1 
of Illinois. He is author of “Coal Mining in 
Illinois,’’ the Handbook” and “Fuel Oil in 
Industry.” 

The 
ponents, 


books of a 
is no exception to the rule. 


and is presumed to be authority 
Mr. Andros 


combustion 


an on 


experience 


versity 
“Petroleum 


theory as it relates to oils and their com 
is frequently a matter of much confusion among 
oil burner men. These 
in a manner which would enable any oil burner man to 
all he needs to know about the chemistry of 
burning oils. 


atomic 


matters are explained in the book 


understand 


The book tells how petroleum got into the ground, how 
it is refined, properties of fuel oil, ete. The latter part of 
| the book is devoted to the problems of buying oil for 


and the pre-heating and storage of oil for 
large oil burning equipments. 

given relating to the heat 
suume er freights, relation between steam 
temperature and pressure, contents of tanks, etc. The 
book is published by the Haupt Publishing Co., Chicago 


Various tables are values 


avity, prices, 


Noew Equipment 


An Oil Burner and Stove Combination 
A new development in the oil burning field is a gravity 
combined, the burner having no wicks 
blower or other moving part. 
for ignition, 


burner and stove 


no motor, It uses neither 


gas nor electricity and in fact has no pilot 


















VALVE 
sannet | Gourpine 


























on 
ou? nani Tal 
iver —— —— 
ian INTAKE 
light of any kind. This burner is said to be entirely 
noiseless. It burns oil of a Baume test of 34 to 36. Iti 


claimed that it burns natural or artificial gas as readily a 
it burns oil. 
At the 


present time this burner is being installed in a 


| certain type of stove made especially for it, but it is beins 
developed for larger heating units as well. 
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container, through the pipes, 
A float chamber in the bot- 
combustion 
hamber, above which the bot- 
m of the combustion chamber is a layer of sand. The oil 
floats in this sand and becomes ignited. To start the burn 
er the oil is turned on by means of a valve and a lighted 
match is dropped into the combustion chamber. The oil 


The oil flows from the 
ito the combustion chamber. 
m of the container maintains a level in the 
the oil will not rise. In 


in the sand is thus ignited, the necessary air being fur 
ished by the draft through the air intake and entering 
the combustion chambers through the side wall. As the 


vaporizes the oil on the bottom and 


A mixture of oil and 


fire gets hotter, it 
the oil vapor is mixed with the air. 
iir then passes upward into the flame above 
umed. This device is regulated by means of a valve. It 
is claimed that a continual low 


and is con 


fire can be maintained as 


easily as a hot one. This stove may be used with an out- 


ide storage can of 50 gallons or more, but in some in 


stances, where a larger tank 
container, as shown in the illustration, 


wanted, a 4-gallon 


is provided. 


is not 


A Pipe Bender Involving a New Principle 
A new idea in bending pipe is embodied in a device 
is attached to the such a that the 
removing the pipe from the 
hold the pipe 
in which % or 


that 


vise at point bend can 


be made without vise while 


the vise jaws actually in place. This is de 


scribed as a pipe bender vise %-inch pipe 


threaded and bent without removal AS a 


2 inches. 


may be cut, 


takes pipe up to 
is designed to make offsets, 
to either 


vise it 
The bender 
necks and other 


saddles, goose 


bending 


It is adjustable 


bends. 








4 


is said 





to eliminate chance of 
pipe 
in some instances, the number of fittings required on the 
job. It is claimed that it will flatten 
as the forms and roller hold it in shape and permit a 
opening the 


downward or sidewise. It 


injury by slipping or breaking of the and to reduce, 


not nor 
pipe, 
radius 
or damaging the pipe. 

This devise, it is claimed, 


as small as 2 inches without 
does not require the services 
of an expert, as the operation is purely mechanical after 
the measurements have been taken. It is shipped in a box 
that is so arranged that it makes a permanent tool box for 
the vise. 

bid on the heating contract on the proposed 
clubhouse for the Inglewood Country Club, in 
Wash., was submitted by Hugh Phelps, 623 Fourth 
avenue, in that city, at $10,375. The low bid for plumbing 
was that of Norton & Spangler, 2228 Second avenue, Seat- 
tle, at $10,350. The bids were taken advisement 


The low 
$150,000 
Seattle, 


under 
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“CHICAGO’”’ 


No. 2 


Power Pipe Thread- 
ing Machine 





For 
Production and Precision 
Threading 


PORTABLE 
Cc apacity 4" to 2” ym 
4" to 14” 


FEATURING: 
Quick Die Chan 
Automatic Die Head 
Three Spee 
Posieoesd ¢ Oil Control 


Send for Catalog. 


CHICAGO PIPETHREAD MACHINE CoO. 


Office end Factory: 1615 Racine St., RACINE, WIS., U.S. A. 











ene 


——— ames: 
& Quality BRASS GOODS 


The No. 24 Bent Tube Adjustable Swivel ‘‘P’’ Sink 
Trap is made in 20 and 17 gauge tubing. Cast brass 


a 


elbow tapped for iron pipe. Two sizes—1}4-inch and 
1!4-inch diameter. 
Well finished, carefully made and thoroughly de 


The IRELAND & MATTHEWS MFG. CO. 


DETROIT MICHIGAN 
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Hammond Valves 








are heavier than most valves and made with more 
care—the rigid inspection necessitates that. Only the 
highest grade of steam 
metal is used, yet the 


price is low Your job- 
ber has them. 


Hammond Brass 


Works 


Hammond - - 





Indiana 














These WASH 
TRAY LEGS (Al 
Design) are 


Fig. J-57 
Alberene Pattern 


Wash Tray Legs berene 


made in 7 sizes, in 
plain or galvanized. 
Steady and well bal- 
Reasonable 





anced 
in price. 


Tg 
Catalog 
in 


SANITARY CO. 


OF AMERICA 
LINFIELD - PEN - 











86 DOMESTI 





—~ 
v 


7 
a ie 








PATENTS PENDING 


A 
D-538 Heavy Pattern : 
“NOWOB’ Basin Faucet 5 


made with a Non-Rising Stem and Bronze 


Removable Seat with Hard Vulcanized Rub- 
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" ber Seat Washer. The faucet body is NOT pg 
"¢ threaded to engage the stem and apart > 
iP from the removable seat —-is everlasting. ‘ 


- 


‘“NOWOB” Faucet Constructicn means 


better and longer service with less repairs 


va 
A 


* 
LAA 


+ 
= 
KA 


Ask Your Jobber 


- - 
ry 
~ 


S7 
te 
a 


iv) 


STREET & KENT MFG. CO. 
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% 1954-64 Clybourn Ave. CHICAGO, ILL. \y 
% Manufacturers in Chicago Since 1888 \ 
» 4 
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PIPE FITTINGS 


ee 


Trade Mark Trade Mark 


IRON BODY GATE VALVES 


Screwed 
Non 


Rising 
Stem 
and 
Pp O.S. &Y. 
| Patterns 


and 


Sizes 
2” to 12’ 
Inclusive 
te 
Manufactured by 
ILLINOIS MALLEABLE IRON CO. 


CHICAGO, ILL. 
GENERAL OFFICES: 1801 DIVERSEY PARKWAY 
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April 28, 1906 

All wholesale plumbing, heating, mill supply and har 
ware houses in San Francisco, with the exception of t 
lacific Hardware & Steel Co., were totally destroyed 
fire following the earthquake. The Dalziel & Moller ( 
and the R. W. Kinney Company are doing business 
their Oakland branches. All the others are making plans 
for the resumption of business and many are establishius 
temporary offices in Oakland. The establishment of t! 
George H. Tay Co., of San Francisco, was burned to th 
ground, but it will resume business immediately. T! 
Pacific Hardware & Steel Co. suffered only a slight los 
aid its buildings and stock are intact 

——- 1 94} —___——_ - 
The Central Supply Co., of Minneapolis, Minn., ts hai 

ny plans prepared for the erection of a five- or six-story 

ding, 66x155 ft., to cost about $75,000. 
——— 1905-————— 

The N. O. Nelson Manufacturing Co., of St. Louis, Mo., 
is erecting a home office building at Tenth and Chestnut 
streets at a cost of $500,000. It will be eight stories high 
and will have a showroom fronting 125 ft. on Chestnut 
street 
1904———— — 

Warren, Balderston & Co., of Trenton, N. J., have moved 
Suites of offices, six in number, extend 


into new quarters. 
along Greenwood avenue for 200 ft. Two large show 
;} rooms are rapidly nearing completion, 

May 5, 1906 

Frank H. Simmons, treasurer of the John Simmon 

| Company, of New York City, is at present on a trip t: 

Mexico. 

nn §06———.. 

McCrum, president of the MeCrum-Howell 

| Company, of New York City, was in Pittsburgh, Pa., last 

week, and awarded contracts for the new plant that the 

The plant wil! 


Llovd G 


company is to build at Uniontown, Pa. 
cost about $150,000 
— 1906———— 

The Associated Master Plumbers of Texas held thei: 
fifth annual convention in the Saengerbund Hall, Houston 
Tex., on Wednesday, April 26th. Joseph Netzer, of Laredo 
was elected president. Papers on sanitation were read 
and questions of interest to the trade discussed. 

= —1906- 

The Thatcher Furnace Company, of New York City, i 
making preparations for the erection of a large addition 
to its plant on St. Francis street, Newark, N. J. 

1906— - 

The Utica Heater Company, of Utica, N. Y., has pur 
hased a large parcel of land fronting 190 ft. on La 
fayette street and running 150 ft. on Carton avenue 
This will be occupted by a two-story warehouse with gen 
eral offices for the company. 

1906 —-— 

The Eastern Trade Golf Association held a special meet 
ing on Tuesday, April 24th, in the cafe of the Flatiro: 
building, New York City. It was moved by E. C. Molby 
and unanimously carried, that the secretary be instructe: 
to issue a challenge to the National Association of Master 
Steam and Hot Water Fitters for a bowling match 
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WiLL COMPARE ARTIFICIAL AND WINDOW VENTI- 
LATION IN ROCHESTER 


ine of the most important committees to be appointed 
by the president of the American Society of Heating & 
ntilating Engineers has just been announced, the body 
of men which will co-operate with the Rochester, N. Y., 
board of education in its tests of the relative efficiency of 


chanical and window ventilation. The school board has | 


avreed to take two similar schools, equipping one with 
approved mechanical ventilation and using the method 
prescribed by Dr. Winslow in the other. The result of the 
tests to be conducted in these schools will be really the 
first authoritative comparison under similar circumstances 
that has been made under proper supervision. The com- 
mittee from the Society is composed of Perry West, con- 
sulting engineer of Newark, N. J., chairman; W. H. Car- 
rier, Newark, Samuel R. Lewis, John Howatt and Dr. E. 
Vernon Hill, all of Chicago, Alfred Kellogg of Boston, 
Albert E. Acheson of Syracuse, and C. R. Riley of New 
York City. 


W. H. DRISCOLL APPOINTS MEMBERSHIP INCREASE 
COMMITTEE 

A determined effort to increase the membership of the 
American Society of Heating & Ventilating Engineers is 
to be made by a committee on increase in membership re- 
cently appointed by President W. H. Driscoll. The new 
committee is headed by C. V. Haynes of New York City, 
and ineludes: W. E. Austin, Richmond, Va.; W. J. Carroll, 
Grand Rapids, Mich.; C. W. Farrar, Buffalo, N. Y.; H. R. 
Flett, Toronto, Canada; G. B. Larimer, Los Angeles, 
Calif.; C. P. Lichty, Atlanta, Ga.; W. R. Mead, San Fran- 
cisco, Calif.; H. C. Murphy, Louisville, Ky.; E. A. Peter- 
son, Montreal, Que.; E. A. Stark, Seattle, Wash.; H. G. 
Thomas, Chicago; R. N. Trane, La Crosse, Wis., and E. H. 
Whittemore, Boston, Mass. 


BEVERLY HILLS MASTER PLUMBERS FORM 
ASSOCIATION 

The Beverly Hills Merchant Plumbers’ Association was 
formed at Beverly Hills, Calif., on April 7th. The eight 
members who compose the association were organized 
and inducted into affiliation with the state association of 
master plumbers by State President C. M. Swinnerton and 
State Secretary Bruce Clark. 

The officers of the newly formed association are: Pres- 
ident, W. V. Hogan, of Hogan & Geary; vice-president, 
Henry Smelzer, of the Beverly Plumbing Co.; secretary- 
treasurer, D. T. Terry, of the Terry Plumbing Co. 


UTAH MEMBERSHIP CAMPAIGN IN FULL SWING 

The membership campaign of the Utah State Associa- 
tion of Sanitary and Heating Engineers is now well under 
way. Approximately one hundred letters have been mailed 
by that organization to the members of the trade outside 
of Salt Lake City, while the Salt Lake City Association of 
Sanitary and Heating Engineers is handling the work 
within the city limits. 

The letter states in part: ‘The Utah Association of 
sanitary and Heating Engineers extends to you an invita- 
tion to associate yourself with them and lend your support 
n doing something constructive to elevate the plumbing 
ind heating business and put it on a plane where it right- 
fully belongs. The men who invest their money and give 
their time to this business have a right to expect a fair 
return for their efforts, and it is only through organized 
issociations that they expect to gain it. Don’t you think 


hat it is worth while to devote just a little of your time | 


nd asmall amount of money in building up this business 
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eliminates all hard water troubles. Accumulations 
of lime, magnesia and other minerals in water 
back and heater coils are automatically removed. 
This Compound Injector has proven its worth—try 
our products and make some extra profits for 
yourself. 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D No. Laramie Ave. Chicago, Ill., U. S. A. 
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Originators, designers and sole manufacturers of 
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When you need steam badly 


Badger 
Expansion 
Joints 
do not 
need to be 








repacked 














E. B. BADGER & SONSCO. 


75 PITTS\ST BOSTON, MASS 
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A Return Line 
VACUUM PUMP 


without a Peer 





Capacity, Efficiency and 
Quality Guaranteed 


Sold on Honor 
at Right Price 





Economy Pumping Machinery Co. 
87-122 N. Curtis St. Chicago 





District Agents Everywhere 























INSIDE 
DETAILS 


IN DESIGN 
Make 





Produce 
More 
Hot Water 


with less fuel and attention. It’s a 
proven boiler that has won an en- 
viable reputation by performance. 


A WILKS BOILER 


with little attention or fuel, either hard or soft, is unequalled for 
furnishing a constant supply of hot water for RESIDENCES, 
APARTMENT BUILDINGS, HOTELS, HOSPITALS, BARBER 
SHOPS, SCHOOLS, etc., and is the most economical heater for 
RESIDENCES, GREEN HOUSES, GARAGES, BROODER 
HOUSES and other smaller buildings. Capacities from 40 to 1,400 
gallons per hour and for heating from 200 to 1,200 square feet. 


S. WILKS MANUFACTURING COMPANY 


Boiler Makers for over 60 years 


3521 Shields Ave. Chicago, Illinois 
H. W. Sedgwick H. M. Sedgwick 
President Secy. & Treas. 
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in which you have engaged and expect to follow thr: 
your career? It will not take much of either.’”’ 

As the year has partially passed, the initiation fee d 
dues to January 1, 1927, are only $8.50, A full ys 5 
dues is $7, which includes that of the National Associa 
tion of Master Plumbers, while the initiation fee is °5 

It is likely that one or two board meetings will be h. 1d 
before the next quarterly convention, which is scheduled 
for the last week in May or the first part of June. The 
officers of the association are: William A. Bywater, Sult 
Lake City, president; Alex Mortensen, Provo, vice-presi 
dent; J. W. Dudley, Salt Lake City, secretary, and P. P 
Erskine, Salt Lake City, treasurer. The board of govern 
ors, in addition to President Bywater, includes H. B 
Cromar, Salt Lake City; Parley Burt, Springville; A. E 
Buckley, Provo, and Morgan Lott, Lehi. 


CHICAGO AND MILWAUKEE MASTER PLUMBERS 
HOLD BOWLING TOURNAMENT 

Milwaukee master plumbers entertained 42 guests from 

the North and Northwest Side Master Plumbers’ Pleasure 

Club of Chicago on Thursday evening, April 22, at the 

annual bowling tournament at the Milwaukee Elks’ club 

There were 93 in attendance at the event, which got ur 


der way at five o’clock in the afternoon, and continued 
through the evening. Dinner and entertainment followed 
the tournament. The Chicago plumbers beat the Mil 
waukee men by six pins and they took a number of the 
prizes offered for the high individual scores 

Mr. Fiedler of Chicago rolled the highest score in the 
meet, 603, and he was given a Niedecken mixer. George 


Ss, [or 


Wussow of Milwaukee was second with a score of 5 
which he was given ten dollars in gold. Third prize went 
to Ernest C. Wagner of Chicago for his score of 553, for 
which he received a combination bath fixture. Abe Backes 
of Milwaukee was given a Ruud water heater as fourth 


| prize on his score of 535, and Fred Struck, also of Mil 


waukee, won five dollars in gold for fifth place with a 
score of 491. 

High individual game went to O. W. Hermann of Chi 
cago, who won five dollars as a reward. Wm. Arnold ot 
Chicago, having an off-night according to all reports, blew 
his shots and won the booby prize, which was a beautiful 
hand-finished leather medal, ownership of which he claims 
for one year. 

Walter Tesch, chairman of the entertainment commit 
tee of the Milwaukee Master Plumbers’ Association, had 
charge of the tourney. 

W. C. DEBOLD APPOINTED TO T. E. B. 

The National Trade Extension Bureau, Evansville, Ind 
has just announced the appointment of W. C. DeBold as 
field representative of the Accounting Service Department 
where he can be of wide service to plumbing and heating 
industry. 

Mr. DeBold has held a number of important accounting 
positions, the first of which was with the Missouri Pacific 
Railway Co., in Sedalia, Mo., the city of his birth. He 
then moved to Kansas City, Mo., where he supervised 
fourteen ledger clerks and handled the general ledger 
of the Bell Telephone Co. In 1916 he went with the 
Jaker-Vawter Co., public accountants. 

He then went into business for himself for a short tims 
after which, in 1924, he accepted an appointment 
auditor and assistant secretary of the Kansas City, M¢ 
Association of Plumbing and Heating Contractors Hi 
work with that association is widely known, as he trained 
about 175 master plumbers, heating contractors and their 
bookkeepers in the National Trade Extension Bureau sy 
tem of accounting. 
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SUMMER MEETING OF A. S. H. & V. E. TO HONOR 
PAST PRESIDENTS 

An interesting feature has just been added to the pro- 
gram for the 32nd semi-annual meeting of the American 
Society of Heating & Ventilating Engineers, as published 
in last week’s Engineering.’ This 
feature will be a presentation ceremony of past pres- 
idents’ emblems to those headed the Society 
and still have its interests at This 
esteem, affection and good luck will be received by 17 men 

the majority of whom have signified their intention of 
being present at the meeting, which is to be held at the 
Hotel Phoenix, Lexington, Ky., May 26th, 27th and 28th. 
This presentation ceremony will take place at the banquet 
on Friday evening, May 28th. 


issue of ‘‘Domestic 
new 
who have 


heart. symbol of 


ROCHESTER ASSOCIATION HONORS YAUCHZI 
The Associated Master Plumb- 
ers of Rochester, N. Y., and their 
wives held a testimonial banquet 
and party 


in honor of Louis J. 


Yauchzi, a director of the Na- 
tional Association of Master 
Plumbers. The party was held 


Wednesday evening, April 28, at. 
Teall’s, 263 East avenue, in that 
city. Harry J. Bareham, who 
acted as toastmaster, called on two 





past state presidents, John A. 
Creelman and Frederick E. Fladd, 
as well as Martin W. Utz, vice- 


Vauchzi 


president of the state association. L. J. 
The speaker of the evening was 
Mr. Yauchzi, the guest of honor. 
ing entertainment was enjoyed, after which dancing held 
the attention. The affair is considered to have been one 
of the outstanding occasions in the history of the Roch- 


A program of interest 


ester association. 
HOLD LIVELY ZONE MEETING AT AURORA 
Master plumbers from Aurora, Joliet, La Grange, Whea 
ton, Elgin and Hinsdale, IIl., held a zone meeting in Auro 


ra, on Wednesday, April 28th, at the Hotel Aurora. 
The meeting was attended by nearly 50 masters from 


those cities. William F. Hildeman, president of the IIli- 
nois Master Plumbers’ Association; Charles D. Harris, sec- 
ond vice-president of the State Association; C. D. Brow- 
nell, chairman of the advisory committee for cooperative 
research in direct steam and bot-water heating at the Uni- 
versity of Illinois; Colonel W. G. Archer and V. L. Peavy, 
both of the National Trade Extension Bureau, were pres 
ent and addressed the meeting. 

Mr. Hildeman talked to the organization. 
He urged every man present to get behind the new State 
code. The association officers can not do the work alone. 
They need the help and co-operation of every member in 
the State. ‘When a matter comes up, that you are not in 
favor of, don’t fail to tell the officers about it.’’ They are 


masters on 


to listen and are just as liable to make mi 
else If 


take five minutes of his time to send a 


always ready 


takes as anyone every master plumber would 


telegram to his 


State senator, the code would be put over without a doubt 


The work planned by the advisory committee for co 


operative research in direct steam and hot-water 


eating 


at the University of Illinois was explained by C. D. Brow 


nell. Following, in order of importance, is a series of sub 


jects which it is thought will be of general interest to 
steamfitters, jobbers and manufacturers, and which will 
be investigated by the committee 1. The effect of pre 

ent day radiator cabinets, enclosures and covers on the 


heating efficiency of direct radiators 2. Determine the 


effect of various practical radiator finishes as actually ap 
plied, on the heating efficiency of direct radiator 3. Ex 


tend our present knowledge of the resistance to the flow 


of steam and hot water offered by fittings, valves and pipe 


entrance at the outlet ends of boilers, radiators and tanks 
4. Ascertain the best 


lines to a direct hot-water 


way to connect the flow and return 


radiator both for gravity and 


forced circulation 5. Determine the relative value of 


reversed return mains and direct return mains in gravity 


circulating hot-water heating systems 6. Investigate the 
various methods of taking branches from steam and hot 
branches from risers 


water mains to risers, and in taking 


to radiators. 7. Extend the work on the critical velocity 
of steam in one-pipe systems to include allowable veloci 
Make a 


heating sy 


ties through valves and _ fittings 8 study of 


humidifiers for direct steam and hot-water 


tems. 9. Ascertain the effectiveness of aspirating coils in 
gravity circulating vent stacks, where room is heated by 
direct-indirect radiators 10. Select certain special prob 
lems of peculiar interest in the field of heat transmission 
of building materials and the infiltration of air into build 


ings. around windows and through the wall materials 


V. L. Peavy spoke of the bookkeeping classes being or 
ganized in Joliet and some of the surrounding cities. He 
spoke of overhead as applied to the plumbing and heating 
“Your own salary is one of the. firs 


A man doing 


industries. t problems 
to be studied in determining your overhead 
$50,000 worth of business should draw a salary of 
The bookkeeping 

Anyone in the retail field of 
industries is eligible to enlist,’’ 


$5,000 


course in will consist of 15 lessons 


the plumbing and heating 


said Mr. Peavy. 
Colonel 


was the taken by 


He stressed the great change that had 


Association work subject 
Archer in his talk. 
taken place in Illinois since his last visit 
between two or 


“Organization 
work to 
said Mr 
Organization is necessary in 


is an agreement more men to 
gether to do that 
Archer in defining the word. 
everything. Every an association meets it 
have some definite program The 

should start at 6 o’clock with a dinner and should not last 
after 7: Col- 
onel Archer pointed out the value of a women’s auxiliary 
“It has been one of the biggest forces 


which one can not do alone,’’ 
time should 
arranged meeting 
15, regardless of who the speaker might be. 


to an association. 
in developing associations, and no association can do its 
best work until it has an auxiliary,’’ he said, 
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LAKE COUNTY MASTER PLUMBERS ORGANIZING 


Organization seored a fine victory on Tuesday evening 
April 27th, when thirty-five master plumbers of Lake 
County, Dl., met in Waukegan for the purpose of forming 
a master plumbers’ association. There had formerly been 
an association known as the Eastern Lake County associa- 
tion, which had included only master plumbers on the 
lake shore At this meeting representatives from the 
inland towns were present, and, with remarkable spirit, 
these master plumbers went ahead and organized a new 
Strenger of Lake Forest was 
elected president, and William U. Frye, also of that city, 


association Henry T 


ecretary-treasurer 

The meeting came as a result of an effort on the part of 
the Independent Master Plumbers’ Association of Wauke- 
gan in conjunction with Charles Fitzgerald, Henry T. 
Strenger and John E. Fitzgerald, all of Lake Forest, and 
others Lee McDonough, of Waukegan, was toastmaster 
at the banquet held in the Tip Top Inn atop the Waukegan 
National Bank Building, and introduced Frank P. Fowler, 
secretary of the Waukegan and North Chicago Chamber of 
Commerce, who welcomed all the visitors, and wished 
them luck in their new association. 


National Director William J. Lang of Chicago was then 
called on, and spoke on the subject of “Organization.”’ He 
stated that the plumbing industry, as exemplified by 
those attending the meeting, was rapidly improving in the 
type of its members This was the result of education 
and organization, according to Mr. Lang He explained 
how a strong local and state organization was the secret 
of the strength of any national organization, and urged 
the men in attendance to consider seriously the organiza- 
tion of a strong association in Lake County. The journey 
men were organized, he said, so why shouldn't their em 


” 


ployers do the sam¢ As an illustration of how organiza- 
tion helped the master plumber, Mr. Lang told of the work 
done by the Chicago Association, and offered the Lake 
County men the privileges of the quantity survey service 
of that association. He made the statement that there are 
18,000 fewer journeyman plumbers in the U. S., now than 
there were five years ago, and that five times as 
many bathtubs were manufactured last year as five years 
ago He asked who is installing this material, and an- 
swered himself by saying that handymen are doing it. An 
association can do a great deal to eliminate this practice by 
appealing to the manufacturers not to sell to such handy- 
men In closing he brought out the salient features of 
the “Make a Wholesaler a Wholesaler’ resolution, and 
urged the master plumbers to form an association 

William F. Hildeman, president of the Illinois Master 
Plumbers’ Association, talked in an interesting manner on 
He said that he and other associa- 
tion members had the same problems that non-members 
had, and by getting them all together in one organization 
these problems could be met in a satisfactory manner. He 
said that, before he became a state officer, he had never 
realized how much co-operation and organization bene- 
fited him. He told the master plumbers that, by organ- 
izing and taking a community interest, they could become 
prominent members of their communities, and could get a 
great deal of good will with their townspeople. He went 
on to explain the research work being done by the IIli- 
nois State Association, and told the Lake County men how 
they could benefit by becoming members of the associa- 
tion. He also explained the state association code of 
ethics, its short course, and the work it is doing on a state 
plumbing code. In closing he urged that the new associa- 
tion hire a paid secretary, and start functioning. 


association benefits 


Victor L. Peavy, of the National Trade Extension Bu- 
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reau, explained the services of the bureau, and ask« he 
master plumbers not to hesitate to use these services. He 
told of the bookkeeping course of the bureau, and ug. 
gested that the new association take up the course en 


it was fully organized. 

An open meeting was then held for the purpose o! (dis- 
cussing the organization of the new association, and « ‘ter 
a great deal of fruitful discussion the officers were el: ted 
and a committee appointed to draw up a constitution and 
by-laws. This committee consists of Victor Killian, chair 
man; H. C. Patterson, J. E. Fitzgerald and Willian: E 
Green The new association intends to affiliate with the 
state and national associations, and another meeting was 
scheduled to be held on Tuesday evening, May 4th 


MR. AND MRS. R. D. EVANS ACTIVE ASSOCIATION 
WORKERS 

Mrs. Ralph D. Evans, whose likeness is shown here 

with, was elected president of the Ladies’ Auxiliary of the 

Salt Lake City Association of Sanitary and Heating En 

gineers, when it was organized recently, and she is han 

dling the auxiliary work in a most successful manner 





Mrs. Ralph D. Evans 


Ralph D. Evans 


Ralph D. Evans is serving his second term as president 
of the Salt Lake City Association of Sanitary and Heat- 
ing Engineers and served as treasurer for several terms 
He was also formerly a member of the board of govern- 
ons of the Utah State Association of Sanitary and Heating 
Engineers. 


TRENTON ASSOCIATION BOOSTS GEO. HORNKETH 

The Master Plumbers’ Association ‘of the City of Tren- 
ton, N. J., is booming George Hornketh, former president 
of that association, for third vice-president of the New 
Jersey State Master Plumbers’ Association. Delegates to 
the state convention, to be held in Camden in May, have 
been instructed to work and vote for Mr. Hornketh at that 
convention. 


PHILADELPHIA WILL KEEP STREETS CLEAR DUR- 
ING SESQUICENTENNIAL 

Master plumbers of Philadelphia, Pa., are warned by 
the association that no street permits are to be issued be 
tween May 15th and November list on main traffic arteries 
leading to the Sesquicentennial grounds, except for emer- 
gency purposes, and that all permits previously issued will 
be voided on May 15th. This also applies to permits for 
storing construction material on highways. 


Approximately $100,000 is to be spent in Mission, T*., 
on improvement to the swimming pools in that city 
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\TLANTA ASSOCIATION ELECTS OFFICERS 


At ‘he recent annual meeting of the Atlanta Association 
of Ma-ter Plumbers, H. M. Jackson was chosen president, 
B. J. seckinger vice-president, T. B. Stephenson treasurer 
and Mrs. Lillie Joe Kiefer, secretary. 


H. M. Jackson, B. J. Seckinger, T. B. Stephenson, S. S. 
Shepard, W. S. Loftis and D. A. Farrell were elected as 
delegates to attend the Georgia State Convention in Savan- 


nah. H. M. Jackson, B. J. Seckinger, T. B. Stephenson, 
w. S. Loftis and C. J. Warner were elected to attend the 
National Convention in Louisville. 





MILWAUKEE ORGANIZES BOOKKEEPING CLASSES 

Two large bookkeeping classes have been started in Mil- 
waukce among the master plumbers who belong to the 
Side Pleasure Club and the North Side Pleasure 
Club, following a meeting which was addressed by Victor 
L. Peavy of the National Trade Extension Bureau, who 
outlined the Bureau’s courses in bookkeeping and account- 
ing. Dan Purtell, a Milwaukee accountant, has been en- 
gaged by both clubs as instructor in the course. The 
North Side club has decided to form a cost accounting class 
which will devote its time to the study of installing cost 
systems in plumbing shops. The clubs have 45 firms each 
The members of the North Side club recently presented 
George Block, the president, with a gold wrist watch, for 
the work he has done. 


Women’s Auxiliaries 


Kansas City, Mo., Auxiliary Maintains Exhibit Booths 

The Women’s Auxiliary of the Association of Master 
Plumbers of Kansas City, Mo., maintained booths at Con- 
vention Hall, in that city, under the auspices of the Wom- 
en’s Chamber of Commerce, from April 26th to May Ist. 
The booths were fitted up to represent two bathrooms and 
akitchen. “Bath a Day” stickers were used in connection 
with the displays. 


South 


East Side Auxiliary Holds Dinner Dance 

The members of the East Side Women’s Auxiliary have 
every reason to feel proud of the success of their second 
annual dinner dance held Saturday, April 24th, at the 
Elks Club, Belleville, Il]. There were 100 persons pres- 
ent, including members and guests from Granite City, 
Alton, Collinsville, Belleville and East St. Louis, Ill., and 
St. Louis, Mo. Much credit is due to the Belleville master 
plumbers for their generous support in donating $35 
toward the rental of the hall. A short talk was given by 
William J. Schelgel,.a Belleville master plumber, who told 
what an incentive the Women’s Auxiliary js to the master 
plumber of today. Mrs. John C. English, Sr., of Belleville, 
gave the address of welcome. Following the dinner, mem- 
bers and guests were entertained with dancing until the 
small hours of the morning. The committee in charge of 
arrangements consisted of Miss Mamie Hirth, chairman, 
Mrs. Walter Frees, Mrs. George Hirth and Mrs. Katheryne 
Goss 


Oranges Auxiliary Elects Delegates to State Convention 
The Ladies’ Auxiliary of the Master Plumbers’ Associa- 
tion of the Oranges (N. J.), holds regular meetings the 
second and fourth Thursdays of each month. The second 
meeting of the month is generally a social affair and re- 
freshments are served. At the last meeting the following 
members were elected as delegates to the state convention: 


Mrs. Eva Williams, president; Mrs. Sarah Clark, past- 
president; Mrs. Anna Berg, vice-president; Mrs. Alma 
jrenner, secretary; Mrs. Florence Hoffman, Mrs. Annie 
Mill r and Mrs. Laura Kunz, trustees. 
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An Ounce 
of 


Prevention 


Boiler trouble is expensive. We don't give McDonnell 
& Miller Duplex Water Feeders away, but they cost 
a lot less than trouble. Prevent burned boilers and 
cracked sections by installing McDonnell & Miller 
Duplex Water Feeders on all low pressure steam 
heating jobs. 
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Ask for Bulletin D 6. 


M£DONNELL & MILLER 2) 
WRIGLEY BUILDING, CHICAGO 
Eastern Warchouse Stock, Bush Terminal, N. Y, 














Another The 
Product CLOSET 
of . 
, 66 99 
ESTABROOK’S bg 
This 4-inch fitting has 2-inch Hub Inlets for 
connecting closet, bath and basin wastes with 


stack without wiping into lead bend. Made with 
left, right or double inlets with or without top 
vents. 


Our 
Catalog 
— 


R. ESTABROOK’S SONS 
204 First St. So. Boston, Mass. 
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IMPROVED PACKLESS 
GRADUATED VALVE 











is a handsome nickel plated valve 
with a hard rubber handle that is 
always cool. The air and water 
test ensures non-leakage. 


Try it and be convinced! We will 
gladly send you complete details 








O. E. SPECIALTY MFG. CO. 
10 Keefe Ave. | MILWAUKEE ,WIS. 











UNCONDITIONALLY GUARANTEED 
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PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Company 


Clare and Kioman Sts. Baltimore, Md. 
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Haas 


Flush — for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 

pressure water supply 


Water Closets for every type or class of 
or after flushing. 


service 
Write for catalog. 


Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 
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RANGE BOILERS 


Riveted 
Rivet-Weld 





Welded 


Sure-Tite 
(Copper-Brazed) 


WM. B. SCAIFE & SONS CO. 








Founded “™® ssone® Pittsburgh 
in = Jj ua ~=—New York 
1802 Chicago 
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Armstrong Bros. 


PIPE CUTTERS 


and Cutter Wheels 


Write for free 
catalog 


All Kinds- 


All Sizes 
Equipped with Armstrong 
Bros. Improved Knife Blade 


Cutter Wheels made from 
ALLOY TOOL STEEL 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U.S.A. 
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HEALY-RUFF COMPANY 
770 Hampden Ave. - St. Paul, Minn. 
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“A big help to customers’’ } , 
TET HON vote. ya. 


| heating and gas fitting business. 
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New Business “Oentu eS 

The Gordon Plumbing & Heating Co., New iven 
Conn., has been incorporated with a capital of $50 0 

The John W. Danforth Co., heating contractor: with 

headquarters in Buffalo, N. Y., have established a rma- 

nent branch office in Room 215, Thorndike buildir 234 


Boylston street, Boston. 
The Biggs Plumbing & Heating Co., 
been incorporated with a capital of 


St. Louis, M has 
$3,000. The in 


rpo 

rators are: Vashaw Biggs, Emily Biggs and Wim. J 
Chott, all of Overland, Mo. 

W. A. Katon, Inc., Hartford, Conn., has been incorpo 

rated with a capital of $25,000 to conduct a plumbing 


The incorporators are 


W. A. Katon, 34 Freeman street; Louis L. Cowan and 
J. C. Katon, all of Hartford. 

J. J. McLoughlin has opened a plumbing and heating 
business at 443 Bronx River Parkway, Yonkers, N. Y, 
Mr. McLoughlin has been a journeyman for a good many 
years, several years of which were spent with a concern 
specializing in postoffice work. 

Business C hanges 

The J. P. Dwyer Co. has moved its heating business 

from 183 to 218 Harrison avenue, Boston, to more com- 


modious quarters. 

Willis & Arnold have recently bought the plumbing 
business of A. D. Carter in Spartanburg, S. C., 
operating it under that name. 

H. Kabakoff & Son, heating and plumbing contractors 
of New Haven, Conn., are now located in new quarters at 
323 Washington avenue in that city. 


and are 


The Pierre Plumbing Co. has recently started in busi- 
ness in the DeLand Building on Dakota avenue, 
S. Dak. A. E. Beaumont and George H. 
the proprietors of the new company. 


Pierre, 
Neuhauser are 

L. L. Harris and J. J. Hiser, the latter for several years 
connected with James Holman in the plumbing business 
in Corpus Christi, Tex., have purchased Mr. Holman’s 
business and will continue it at 120 Mesquite street in 
that city. 

Charles F. Dahlborg, plumbing contractor in Brockton, 
for the past 41 years, will retire from business and 
has disposed of his interests to his three sons, C. Emil, 
Edward N. and G. Fred Dahlborg. It is probable that the 
sons will organize a corporation to handle the business 
conducted by their father. The senior Mr. Dahlborg is 
now in his seventy-third year and plans to “take it easy.” 
His son, C. Emil Dahlborg, has been associated with his 
father. Edward N. Dahlborg is an attorney and C. Fred 
Dahlborg is present highway commissioner. 


Mass., 


Grant R. Searles, who has operated a plumbing business 
at Lake Geneva, Wis., for the past fourteen years, has sold 
his entire business including the building in which his shop 
is located, to A. F. Brown and Arthur G. Lawrie. Mr. 
Searles has been forced to retire from business due to poor 
health, Prior to his coming to Lake Geneva, he was at 
Delavan, Wis., for sixteen years. Mr. Brown has beer en- 
gaged in the plumbing business in Lake Geneva for sev- 
eral years and Mr. Lawrie has been interested in an auto 


station. He will be the business manager of the new firm 
and Mr. Brown will supervise the outside work of this 
concern. 
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A physics laboratory building will be built at the Uni 

This &2 That, Here & There versity of Minnesota, Minn., this summer at a cost of 
$450,000. Architect C. H. Johnston, 715 Capital Bank 

many friends of Christian Bachofer, manager of building, St. Paul, will make the plans Pillsbury En 

aes Burns, Reading, Pa., will sympathize with him in gineering Co., 2344 Nicollet avenue, Minneapolis, and 
the loss of his wife, who died last week. Mr. Bachofer has 716 Capital Bank building, St. Paul, are the mechanical 
heen for many years a member of the board of governors 
of the Pennsylvania State Master Plumbers’ Association. 


engineers. 

Theodore T. Anderson, 1730 University avenue, St 
Paul, Minn., was the low bidder on the plumbing, heating 
and ventilating on the Hammond Occupational school at 
Goodhue and Western avenues, with a bid of $16,917 


William A. Corcoran, 6001 Santa Monica Boulevard, 
Los Angeles, Calif., has been awarded the contract for 
the erection of six Spanish type residences which were 
designed by Architect Walter C. Folland, Pacific South- 
west Bank Building. The residences will cost from $16,- 
000 to $18,000 each. 

Architects Bertrand & Chamberlin, 616 Northwestern 
jank building, Minneapolis, Minn., have been selected to 
make plans for a club house for the Knights of Columbus 
at Twelfth street and La Salle avenue to cost $500,000. 
E. L. Sommerville, 722 McKnight building, is chairman of 
the building committee. 

A $500,000 plumbing, heating and ventilating contract 
has been awarded to the American Plumbing & Heating 
Co., 1931 Nicollet avenue, Minneapolis, Minn., on the 
National Press Club building at Washington, D.C. C. W. 
& G. L. Rapp, 190 N. State street, Chicago, are the archi- 
tects and George A. Fuller Co., Washington, D. C., are the 
general contractors. The cost of the entire project is Bridgeway at 
$10,000,000. Huestis & Huestis, 145 Chestnut street, Springfield, specify 
a 4-story brick, steel and stone structure 70x120 ft., to 
cost about $200,000. 


Work will start late this spring on a six-story hotel 
at West Lake street and Dean boulevard, Minneapolis 
Minn., for the Calhoun Beach Holding Co., of which 
Harry S. Goldie, 929 Plymouth building, is president 
Plans being made by Magney & Tusler, Ine., 126 S. Ninth 
street, include a roof garden, aerodrome, swimming poo! 
on the first floor, and a tunnel to connect the hotel to 
Lake Calhoun to provide lake bathing for guests. The 
cost of the project is estimated at $750,000 

The heating, plumbing and ventilating contracts for 
po new Churbusco High School, to be erected in Columbia 

‘ity., Ind., have been awarded to Charles Lininger of Hart 
i City, Ind. The bid amounted to $14,750. 

Contracts will soon be awarded for the proposed Hotel 
50 Broadway, Springfield, Mass Plans by 


Bids will be soon taken on a children’s hospital for 
the Children’s Hospital Association, St. Paul, Minn., of 


which Dr. Walter H. Ramsey, 459 Lowry building, is presi- Preliminary plans are being prepared by Architect J. W 
dent. The building will be four stories and will cost Donohue, 476 Main street, Springfield, Mass., for a paro 
$250,000. C. H. Johnston, 715 Capital Bank building, is chial school to be erected on Summer street, Fitehburg, 
the architect. Mass., for the St. Bernard’s R. C. Church 





Get out the lil ol’ bag and clubs- 
plenty of time to play tf aa ASK EM TO 


Bly ‘CAPOCOL TRIQ ane 


made by~ [fh 6 EASY WORK 


o me TRIO" comes to you complete and 
‘\MDEN | QO ERY you can install it IN A JIFFY. 
ss GRADE ach 

1 BA \ ALL RIGHT ANO ITS 

AMDEN, N. Ji 
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ij ALL IN ONE CRATE 











CAMDEN POTTERY CO. 
ALSO MAKES THE 


SILENT INAUDiO’ 
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Don’t Be Deceived:! 


Certain competitors, who have copied these |} 
designs from us, now announce them as new | 
items of merit. itl 


What a world of flattery they 
hand us by imitating our prod- 
ucts and shouting from the house- 
tops to every plumber to use 
these good fittings. 






We have been making [f 
them for the last 10 
years and thousands 
of plumbers can tes- 
tify to their high 
quality of material 
and workmanship. 





Mr. Plumber, if you are using these fittings, 
ask your jobber to furnish “Blake” and you 
will not only get the “original,” but also are 
assured of the standard of quality which we 
put into all our products.: 


Blake Specialty Company 
Rock Island : : Illinois 
Canadian Service — All Crane Co. Branches 


























If you need a 
radiator hanger 


for any type or make of radia- 
tion, install a Moore Pressed 
Steel Radiator Hanger and get 
real satisfaction from your job. 
You can get them in 7 models, 
each with liberal adjustments. 


They come complete—no extras 
to buy—and are easy to install. 
Your jobber can supply you with 
MOORE’S RADIATOR HANG- 
ERS on short notice. 

ee Carty & Moore Eng. Co. 


(Incorporated) 
611 W. Larned Street 
DETROIT, MICH. 


Single Row 
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The Pettey Plumbing Co., of San Angelo, Tex been 
awarded the heating and plumbing contracts on | four- 
story hotel building under construction in that ci The 
contracts amount to $18,300. 
The M. K. & T. Railroad plans the construct of a 
| $1,000,000 freight depot in Houston this summ¢ The 
| building will be 191 ft. wide and 280 ft. long, nd six 


A mezzanine will be used for offices. T! 
| engineer in St. Louis will be in charge of construction 
Keyser & Schmidle have been awarded the p! 

and heating contracts on the new high school building at 
Center Point, Ore. 


stories. 


| The Forest Lumber Co., of Klamath Falls, Or will 
| build a $45,000 hotel on Williamson river, to provide a 
| social center and living accommodations for its employes 
Although primarily a company proposition, some space 
will be available for visitors. There will be hot and cold 
running water in each room, and about 50 roon The 
| hotel will be completed this summer. 

Plans are under way in Seattle, Wash., for a $50,000 
club house for the Queen Anne community.) Architect 
John Graham, Devter Horton Building, is in charge of 
plans. 

The Rustaad Plumbing & Heating Co., Seattle, Wash 
has secured the contract for plumbing and heating instal 
lations in the 11-story Camlin Apartments in Seattle. The 


cost of the entire building will total $750,000, and there 
will be 92 suites. 

Architects Scheck, Young & Myers, Central 
Seattle, Wash., will soon release plans for the 
club house, and for the new building for the Theta Xi 
fraternity. 


suilding 


Inglewood 


A basketball pavilion will be erected at the University 
of Oregon, Eugene, Ore., at a cost of $190,000. 
features will be added later that will bring the 
$224,000. The plans are in charge of Lawrence & Hol- 
ford, Portland. 

Meyer & Holler, architects, Wright & Collender Build- 
ing, Los Angeles, Calif., have been commissioned to draw 
plans for a business block to occupy a site 70x140 ft., at 
the corner of Hollywood Boulevard and Cherokee avenue 
Hollywood. While the plans have not assumed definite 
yet it is said that a large structure will be 





some 


eost to 


shape as 
erected. 
An addition will be built at once to the hospital in The 
Dalles, Ore., at a cost of $60,000. Ultimate plans will 
include the construction of two more units similar to the 





one now under way. This new unit will provide a total 
of 100 beds in the hospital, and it is hoped to have 15% 


beds when the structure is finally completed. Hedges 
& Huls, The Dalles, are handling the contract. 

The school board of Portland, Ore., will call for bids 
on two new buildings before the middle of May. ‘The 


Shavel school will contain 28 rooms with auditorium and 


| two gymnasiums, with home economics and manual train- 


ing rooms additional. The Woodlawn school wil! hav« 
24 rooms with similar arrangement as the Shavel school 
George H. Jones, school architect, is preparing pla! 

Fox & Co. were low bidders on plumbing and /ieating 


for the new natatorium at Grant Park in Portland, (re 


A new ordinance has been passed in Seattle, \\Vash 

| which requires contracting plumbers to post a $2.00) bond 
and pay a license fee of $50 for the first year and $25 

for each succeeding year. Journeyman plumbers must! 

pass an examination as to fitness and pay a license ‘ee of 

$2 per year. The new law makes it unlawful for anyone 

to display a sign unless the provisions of the ordinance 


are complied with. 











Ds 


Ww 
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Ff. M. Leach of Globe, Pa., left recently for Benson, 
Ari’, where he is going to install a new heating plant for 
the \pache Powder Co. 
ie William F. Black Plumbing Co., of Enid, Okla., has | 
bee: awarded the plumbing and heating contracts on two 
schools in that city. 


galls & Kendriken, Boston, have the heating and 
ventilating contract on the new Boston & Maine Railroad 
Administration building at Cambridge, Mass. 


Try where dgahe » you can’t buy a 
r > arri ‘ . aa , awardad . ~ ee union better made than the union 
rhe Merrill Co., Boston, has been awarded the heating bearing ax satus aah. Ot course 
. "a0 > ow . re TIniv sity . see > they cost more. but r et 
contract on the new Harvard University Business College | what you pay for. And quality ¢ 
group, Boston, which is to cost approximately $5,000,000. | Gm . "Tae ni ae. 
The P. A. Dolan Co., 237 Broadway, Boston, Mass., will E. M. Dart Mfg. Co. F ; 
. Providence, Rhode Island 
install the heating system in the large warehouse soon to The Fairbanks Co., Salee ff} 
: ‘ \ . ie . di fac- es 
be started for the Pittsburgh Plate Glass Co. in Allston tory: Dart Union Lin. Vy 


ited, Toronto ® 
co Me 


J. H. Larkin, 206 Corey road, Brookline, has the plumb- 
ing contract on this building. 















Eureka Smoke Test Machine 


For testing and disclosing 
leaks in plumbing waste 
and vent systems. 


Will All entire system with 
smoke without forcing seals 
of —. —— immedi- 
ately loc 


Simple soe safe in opera- 
tion. As readily portable 
as @ plumber's furnace and 
as indispensable in every 
plumber's outfit. 


paiusent by geet 
ng Inspectors an 
Sanitary Engineers 


BAILEY FARRELL MFG. COMPANY 


Height - - 15’ 
Diameter - - 9’ 
Weight - 15 Lbs. 








At the annual convention of the New York State Association | 
of Heating and Piping Contractors, held recently in Utica, | 
N. ¥—Left to right: Charles A. Littel, of Robbins, Gamwell 


& Co.; George R. Beason of Crane Co.; L. N. Castin, Buffalo | PITTSBURGH, PA. 
contractor; Martin Rooney of the American Radiator Co.; Huntington, W. Va. Charleston, W. Va. 








David W. Ashton, Buffalo contractor; C. A. Maine, Robbins, 
Gamwell & Co, | 





Williams & Gibson, Inc., are installing plumbing in a C N E 


25-suite apartment house in Portland, Ore. + E A L 
The Ranier Heat & Power Co., Seattle; Wash., will build 
Tank Balls 


a 3-story apartment building at Sixth avenue, South, and 
Jackson street. J. L. McCauley, Alaska Building, is the 
architect. The building will have 39 apartments. 





are not only an exceptionally big 
A $60,000 apartment house to contain 18 two-room and value in this class of merchandise 


bath apartments will be built in Portland, Ore., by the but are packed so that they always 
reach the consumer in perfect con- 


Aiken Construction Co. for Frank Lanning. er 
dition — a feature which you will 
A $200,000 theater will be built in Boise, Idaho, in the readily appreciate. 
near future by the Main Street Building Co. of that city. Vier Aller fen then 





Leo J. Falk and Harry K. Frichman are prominently in- 
terested in this company. The building will be of Egyp- 
tian architecture, two stories high, with eight or nine 
shops on the ground floor, and the theater auditorium ar- 
ranged in stadium style. 


LAVELLE RUBBER COMPANY 
320 W. Illinois St. 3: Chicago, Illinois 











The municipal district of Burnaby, British Columbia, 
will spend $120,000 on extending its water system. 
The town of Whitman, Mass., has voted to borrow 
$125,000 outside the authorized debt limit to raise the . ; 
¥ Two Fire , —China 
necessary funds needed for the construction of a new | Vureous : / Basins 
$300,000 high school. 
Cox & Johnson, 257 Broadway, Boston, have the plumb- 
ing contract on the addition to the Beacon Chambers, | 
next door to the State House. The Isaac Coffin Co., of 


Boston, has the heating contract. “SUPE RIOR” BASI NS 


W. S. y 70., & ville, Mass. as been awarde 
S. Howe Co., Somerville, Mass., has been 1 : ard d | Comtitns heoety with Shi in individual 
the heating and plumbing contract for the First Univer- | d crates. Write us for 
al , | N.O.M.P. 7 P. ) details on basins, closet 
8alist church’s new edifice. | PORP. fj tanks and bowls. 


fsaac Coffin Co., Boston, has the contract for heating \ 
| H lO RT Oo N ’ Pottery Company 
« Chillicothe - Ohio 














the Parmenter school, Arlington, Mass., and James S. 
Cassedy of Cambridge has the plumbing contract. 
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s ' e Palmer & Sons, Logan, Utah, have been awarde) the " 
A > = 
S The - plumbing contract on the new school building be tak 
3 MARTIN . erected in that city. The contract amounts to approxi few 
- re : mately $7,500. pay 
-| Portable Vise Stand : a ' 
F : 5 rhe Jesse Coogan Engineering Company, Boston lild 
m and Pipe Bender - ing, Salt Lake City, Utah, has been awarded the heating nov 
2 7 = contract on the St. Mary’s Academy. The work wil! con 
@j for strength and balance can't be = ° 
“1 beaten see the illustration. It is a amount to about $50,000. tab 
“| portable too. We are so sure you = ia ’ — = 2 , 
= will like it that we are offering a e The Masonic Lodge of Salt Lake City, Utah, h in , 
oe} 10 days free trial 2 nounced that a new $600,000 Masonic temple will soon plu 
= =| | be built in that city. Carl W. Scott and George W. Welch d 
= . : =| | Salt Lake City, are the architects. lu 
-| H. P. Martin & Sons | ‘ . , 
= at | Commencing May 1, the Salt Lake City, Utah so sch 
- 626 E. 2nd St. =| | ciation of Sanitary and Heating Engineers meets every 
- OWENSBORO, =| | two weeks in the association hall in the Hooper building ing 
= KENTUCKY «| | instead of weekly as during the past winter. ‘ 
Carsten Bros., of Ackley, Minn., have been awarded the plu 
plumbing, heating and ventilating contracts on the new in 
A | school to be built at Lake Mills, Minn. Their bid amounted 


Water Supply 
System 


| to $19,579. 


C. S. Foster of Massena, N. Y., was recently awarded 


that requires no attention the plumbing and heating contract on two new schools 
other than oiling. 16 years f | which are to be erected in that city. The combined bids 
of experience have gone in ’ aioe 
to the making of amounted to $39,335. 


THE NEW | The contract for the installation of heating and ven 
KALAMAZOO | tilating systems in the new $618,000 high school, to be 
It is automatic and noise erected by the Nutley, N. J., Board of Education, has 
less. Let us send you liter been awarded to George Stewart & Co., Newark, N. J., 

ature giving full details a . 
whose bid amounted to $58,587. Reuhl & Hatfield, Inc., 














NATION PN i 
WATER of Newark, were awarded the plumbing contract on a 
LIFT bid of $39,350. 
Kalamnasee, The installation of the power plant at the Duluth Cen- 
cn. 











tral High School gymnasium addition, Duluth, Minn., has 
been awarded to the Zenith Plumbing & Heating Co., of 



































- | | that city. The contract amounted to $30,900. 
* ' Albrecht Bros, Princeton, Ill., have been awarded the 
er ect Ol er. i} contract for the plumbing and heating in the new Plano 
4 | | Ill., high school to be erected in the near future. 
That’s the only kind our workmen 
, y . . At a recent meeting of the Annville, Pa., School Board, 
are paid for making. Imperfect ‘ : 
e it the plumbing and drainage contract for the new high 
ones never get out of the factory. 1} ses otieaass : - 
The price is reasonable, too—so } school building in that city was awarded to Charles \V " 
Ne 7 . i feecey whe re e 
you are safe in guaranteeing a Keesey of Lebanon, Pa. pic 
GERSTEIN & COOPER BOILER | ‘The W. D. Callahan Co., Duluth, Minn., has been Ar 
any time. j awarded the heating and ventilating contract on the new 
| i ‘ 
sec y FO « “4 _ akan 5 ‘ , - g 
Write for Details chool No. 162 at Three Lakes, ores and the heatin W, 
and ventilating contract on school No. 84 at Loon Lake, 
Gerstein & Cooper Co. Minn. Heisel Bros., of Virginia, Minn., were awarded the 
1-3 W. Third St. South Boston, Mass. plumbing contracts on these two buildings. 
— is 
Me 
} + +n + + 
OVERTON ROOF FLASHING - 
The ) ra 
+ + 
This famous Flashing is in 
endorsed by plumbing in- " 
spectors all over the coun- 
try, because: it makes a tic 
' joint that is air and water = $ Ww; 
, tight; it fits any roof from 1 " 
flat to half pitch; it is read- 
ily adjustable; and it is 3 th 
+ adaptable to extra heavy 67 
Y% pitca soil pipe as well as standard e 
= = At the annual convention of the Indiana Society of Sanitary W 
4 BUTLER MANUFACTURING co 7 Engineers, held recently at Lafayette, Ind.—Left to right: tr; 
. é . . H. FE. Shreiner of Elkhart, Ind., one of the alternate delegates ac 
Minneapolis, Minnesota : 
| of the Indiana Society to the National Convention at Louis- 
+n n ' tea oy }- ville, and William Maher of Indianapolis, Ind, 
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The Board of Education of Weber County, Utah, will 
take bids on the new $300,000 high school within the next 
few weeks. The funds were recently voted by the tax- 
payers of that county, the school to be erected at Ogden. 

The Will Rees Plumbing Co., Salt Lake City, Utah, is 
now featuring a newspaper advertising campaign. The 
concern is one of the oldest in that city, having been es- 
tablished in 1890 by Mr. Rees. 

Morgan Lott, Lehi, Utah, has been awarded a $13,000 
plumbing and heating contract on a school in that city. 


J. E. Hamilton, of Galesburg, Ill., has been awarded the 
plumbing and heating contracts on the new $100,000 
school to be erected at DePue, III. 

Lee Bros., Sanford, Fla., have been awarded the plumb- 
ing contract on the $200,000 school building in that city 


Samson & Post, Floydada, Tex., have been awarded the 
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plumbing contract on the $59,900 ward school building | 


in that city. 





At the annual convention of the Oklahoma State Association | 


of Master Plumbers, held recently in Oklahoma City.—Top 

picture, left to right: W. E. Gresham, Oklahoma City; C. 0. 

Armstrong, and G. R. Manchester, both of Ruud Manufactur- 

ing Co.; H. C. Prall, Oklahoma City, and G. Wormington, Best 

Manufacturing Co., Cleveland, Ohio.—Bottom picture: William 

Walker, Oklahoma City; Charles Ramstead of Okmulgee, and 
W. A. Pearson, Oklahoma City 


The Standard Plumbing & Heating Co., Portland, Ore., 
is installing plumbing in three apartment houses for J. C. 
Meyers, each containing suites for five families. 

G. Tandy Smith, Jr., Paducah, Ky., is drawing plans for 
the auditorium for the State Normal school at Mur- 
ray, Ky, 

Contracts for the installation of plumbing and heating 
in the first unit of the new Junior High school at Wau- 
kesha, Wis., have been awarded by the board of educa- 
tion of that city. J. E. Robertson Hardware Co. of Wau- 
Watosa, Wis., has been awarded the plumbing contract on 
a bid of $9,587; the heating contract has been awarded 
the Paul E. Mueller Co., of Milwaukee, on a bid of $18, 
670. 

The National Heating & Ventilating Co., of Wausau, 
Wis., has been awarded the heating and ventilating con- 
tracts on the grade schoo] building being erected at Mill- 
adore, Wis., on a bid of $6,733.51. 

With a bid of $11,086 the Columbus Heating & Plumb- 
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Built-Well 
V-Lock Joint 








Patented 
Sectional view of 
joint turned up 
side down to 
show how dowels 
are inserted from 


cre miy mie | The “ARISTOCRAT” 


them tighter. 

















| an 


| AMERICAN 
| ‘ALNU‘1 
TOILET SEAT 


for your better class of bathroom jobs 
It is made of a special grade of American 
Walnut, selected for its beautiful grain 
and is finished like a piece of fine furniture 





This splendid seat is made in all standard 
patterns and can be obtained at a lower 
price than any other genuine walnut seat 
now on the market. Ask your jobber 











Write for catalogue show- 
ing our full line of seats 


| Built Well My. Co. 





» 4 








Lead Seal Tank Union 
Male 


This is the Lead Seal Tank Coupling with 
male union thread. It can be used with any | 
standard pipe union female. 

For making close-set, low-friction water 
heater connections with this fitting, we show 
seven different long sweep union female units, 
from straight to 90 degrees, by 15-degree 
variations. 

Every SLACK-HORNER fitting is a long 
sweep fitting, minimizing back pressure 
resistance. 

No. 3, shown above is one of 42 special brass 
fittings for water heater work. They are all 
shown, large scale, in Bulletin-Catalog 3C. 


Send for your copy 


The Slack-Horner Brass Mfg. Co. 


1638 Blake Street 3: Denver, Colo. 
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“Do a lasting favor for your customers and 
friends—-change the chain to Bead. On lava- 
tories, trays and tubs, change the chain to 
Bead. It’s strong, non-kinkable and clean, 
and so for private home or public building, for 
profit and economy, it pays to change the 
chain to Bead. When next you order from 
your jobber, change the chain to Bead.”’ 
Bill Bead. 





U 


BEAD CHAIN 





Trade Mark Reg. U.S. Pat. Off. 


The Bead Chain Manufacturing Co. 
Bridgeport, Connecticut 
Canadian Representatives, Stanley Brock, Ltd., Winnipeg 


~s , a 


MONARCH 


Pumps and Water Softeners 


Three Exclusive Features 
On All Monarch Pumps 


The Monarch is the outstanding elec 
tric water pump because of its simple, 
sturdy construction. This simple, sturdy 
construction is based mainly on three 
exclusive Monarch features: 


Self-Oiling System 
Two-pole Switch 
Piston Rod Sleeve Guard 


These three major features, all on one 
pump, make that¥Ypump, dollar for 
dollar, the “best buy’ on the market. 
Cost of operation often runs as low as 
one cent a day. Prices $90.00 and 
up. Full line to choose from 





Single Valve Control 
Great Softener Feature 


Single valve control (with safety By-pass) is the 
most pronounced feature on the Monarch soft- 
ener. Single valve control makes the softener 
easy and simple to operate. This feature also 
eliminates all complicated, delicate moving parts, 
thereby guarding against all danger of corrosion. 


The Armco Iron rust proof tank is typical of the 
high grade materials used throughout. A Mon- 
arch softener ought to last anyone twenty to 
thirty years. Prices $100 and up. Full line to 
choose from. 





Catalog DE-5 sent upon request 


THE MONARCH ENGINEERING CO. 
230 East First St. - - Dayton, Ohle 
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Top row, left to right: F. W. G. Bailey, of. the Eagle-Picher 
Lead Co.; John Collopy, of Kansas City, Mo.; H. I. Coldren, 
Jr., of Kansas City, Kans.; E. C. Coldren, of Leavenworth. 
Kans.—Bottom row, left to right: Mr. and Mrs. J. S. Merri- 
man, of Oakley, Kans.; H. A. Zaman and G. A. Baker, both 
plumbing inspectors of Kansas City, Kans.—At the annual 
convention of the Kanaas State Association of Master Piumb- 
ers held recently in Kansas City, Kans, 


| ing Co., of Columbus, Ohio, was low bidder on the heat 


ing and plumbing work for the High-Grade school build 
ing to be erected at Cashton, Wis. The structure will! be 
of solid brick, two stories in height, with basement 

George Sutter of Sedalia, Mo., has been awarded the 
plumbing contract on the erection of the West End school 
Cape Girardeau, Mo. Polack Bros., of Cape Girardeau 
have been awarded the heating contract on the building, 
on a bid of $10,902. 

The Pettey Plumbing & Heating Co., San Antonio, Tex., 
has been awarded the plumbing and heating contracts on 
the Frank Roberts hotel building, that city, on a bid of 
$18,300. 

Edward E. Schiel, 139 Sixth avenue, Nashville, Tenn., is 
installing the plumbing systems in several residences in 
that city. 

Ed. D. Hannan, 319 Kentucky avenue, Paducah, Ky) 
has been awarded the plumbing, heating and refrigerating 
contracts on the Lake View Country club, near Paducah 
The building will be heated by an oil burner, and the total 
cost of plumbing, heating and refrigeration will be approx- 
imately $10,000. Mr. Hannan has also been awarded the 
plumbing, heating and refrigerating contracts on the 
Rhodes apartment building, that city, on a bid of $10,000. 
He has also been awarded the plumbing and heating con- 
tracts on the Buick Garage and several residences in 
Paducah. 

Chastian & Habacker, Masonic Temple building, Padu- 
eah, Ky., have been awarded the plumbing and heating 


| contracts on the Wiley building, that city, on a bid of 


» 


$6,000, and also the plumbing contracts on a group of 27 
residences. They will soon start the construction of a cen- 
tral heating plant for a group of six apartment buildings 
to cost approximately $19,000. 

Hugh McShane, Hopkinsville, Ky., has been awarded 
the plumbing and heating contracts on the addition to the 
telephone building in that city. 


Among the new buildings planned for Paducah, Ky., are 


| the Charleston Apartments, to be erected at Twenty-<ev- 


enth avenue and Jefferson street, and to cost $350,000, 
the Columbia theatre, to cost about $90,000, two public 
schools and a Y. M. C. A. building. A new Elks club 
building is also planned. Joseph & Joseph, Louisv:'le, 
Ky., are drawing the plans. 
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An interesting item appeared in one of the Milwaukee, l eee ee eee eee mem ae eee yee am alp 
Wis., newspapers last week which recalls early days of the | K | i 
umbing business in Milwaukee, and is most remarkable | To ile t Se a t s 
cause William E. Goodman is still with us. It is carried 

der a feature of happenings fifty years ago in the city, A pattern for every type of toilet in 
d tells of employes of Mr. Goodman, which numbered N | stallation. Made in all styles and 
rty-two journeymen and apprentices, presenting a gold finished from the finest oak or birch 

- ‘ Fitted with sturdy 16 oz. hinges 

aded cane and gold pencil to their foreman, Louis H. 
um who left at that time for Philadelphia. O KNOTT MFG. CO., Tell City, Indiana 
The San Antonio International Exposition Association, 
bert Steves, Sr., chairman, is asking for preliminary 
jians on the construction of the first group of fine build- z 
ngs, grandstand and racetrack, the cost to approximate T ' 
£100,000. 

The Morse Construction Co., Glendale, Calif., is plan- 

ng the erection of 30 houses, to cost $300,000. i 


~ 
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PIPE WRENCH 


The Security Bank of Louisville, Ky., is about to let con 
racts for a building addition, to cost around $75,000 








Congress has approved of appropriations for new Fed 
eral buildings in Louisville, Ky., to cost $3,400,000, which 
will probably be some time in getting started. The old 
buildings were erected for a city less than half the present 
size of Louisville, 






Richards & Jessup, 27 Summer street, Stamford, Conn., | 
and J. F. McNamara, 458 Atlantic street, Stamford, have 
been awarded the heating and plumbing contracts, respec 
tively, on the new Rogers School addition in their city. 


ALL 
DROP FORGED 
STEEL 


THE LAWSON MFG. | THE LAWSON MFG. CO., Cleveland, 0. | Cleveland, O. 


W. H. Egan & Son, plumbing contractors of Milwaukee 
Wis., have secured the contract to install the plumbing in 
the new building being erected at Thirty-fifth street and 
Grand avenue, Milwaukee, by the Packard Motor Co., of 
Milwaukee. 


XN 





Heating and plumbing contracts for the new high school 
under construction at Rosendale, Wis., have been let to 
John F. Ahern Co., of Fond du Lac, Wis. 








| Range Boilers 


ne 


| Better than 99.9 are are good 


D.D.WESSELS & SONS CO. 
DETROIT. MICHIGAN 


Beanon FAcTORES 
CLE CLANG, Ono KANSAS CITY, KAN. WALKERVILLE, ONT 
‘ 

















Q S Double Seated Back Water 


FLOOR 
DRAIN 


Nos. 1102, 1115 and 1120. 
In 2%, 3” and 4” sizes. 
Open pattern type. 








\t the annual convention of the Kansas State Association of 





Master Plumbers held recently at Kansas City, Kans.—Top Enlarged throat gives 
picture, left to right: J. W. Wells, of the Oster Mfg. Co., double area water he 
Cleveland, Ohio; H. K. Browning, of the A. M. Byers Co., — lp nag 
Kansas City, Mo.; A. Kops of the Thomas Maddock’s Sons Co.; Polished brass or nickel 


plated strainers. Lower 

seat prevents siphoning. Spun copper ball. Illustration shows sand 
arrester and ball seats which prevent back water overflow and the 
escape of gas. It’s the best ever. Order from your jobber. 


Rn. J. McKay, of the A, M, Byers Co., St. Louis, Mo.—Bottom 
picture: B. D. Hurd of the Brown Boiler Co., Kansas City, 
Kans.; J. H. Drown, of the Brown Boiler Co.; G. V. Hacketi 


and H. G. Wallis, both of the American Brass Co., Kenosha, e 
Wis.; D. H. Painter, of the Hoffman Specialty Co., New York Q S Sanitary Mfg. Co., Waterloo, lowa 
City. 

















100 DOMESTIC E 





Tank Fittings of Quality 
1856 “McSHANE?’’ 1926 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 














STARBUCK’S 
FOUR BOOKS 
on PLUMBING 


The RED, BLUE, GREEN and BROWN Books 
$5.00 for the set — postpaid 


(Regular Price $6.00) 


Send for 1925-1926 Tool and Publication 
Catalogs — just issued. 


R. M. STARBUCK & SONS, Inc. 
42 Allyn Street Hartford, Conn. 


ao: 


You Need These 


Phillips Seif-Drilling Expansion Shells for Pipe Hangers, Bolts, etc. 
They provide “A New _ Drill for Every Hole” and they won't 

ull out, either. Write for full details. Also regarding Phillips 
Fiandle Hotders and Spring Hammers. 


PHILLIPS DRILL COMPANY — tiickdortttinois 


























Strongest 
Made 


The Hanna “Ball Joint” 
Pipe Hanger is made of 


malleable iron, al! sizes. 
Swings in any direction. 


A big time and labor 
saver. 


Write for 
“Our Silent Salesman’’ 


The Penn Engineering Co. 


312 Cherry St. Philadelphia, Pa. 





q 
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Plans have been completed for the proposed elementary 
school at America street and Arthur avenue, Provide 
R. I., calling for a 60-room school to cost close to $1,0909,- 
000. There will be a two-story brick, steel and granite ad- 
ministration building 85x90 ft. The school proper wil! be 
three stories high, 170x190 ft. 

The Board of Education of Corsicana, Texas, plans the 
erection of a 2-story, 70x 146 ft., school building to st 
$100,000; and a ward school to cost $35,000, 


J. H. Callaway, county judge of Childress County, Chil- 


dress, Texas, is having plans prepared by Voelcker & Dixon, 


architects, of Wichita Falls, for the construction of a brick 

and reinforced concrete hospital to cost approximately 

175.000. 

John M. Drysdale, Providence, R. I., is doing the plumb- 
ing work on the new building being constructed for the 
Rhode Island Fittings Co., in that city. 

Healey Bros., 707 Cranston street, Providence, R. I., 
have recently been awarded the plumbing and heating 
contracts on five houses for Raymond Van Kirk, five 
houses for N. Mellacars, and the plumbing on a 17- 
family apartment building on Ringold street for William 
H, Hunt, 

The P. H. Meyer Co., Louisville, Ky., recently completed 
the plumbing in the new public Liberty Garage, at Center 
and Liberty streets, a four-story building, representing a 
very complete plant. 

Building permits for Los Angeles for March reached a 
total valuation of $13,879,558, exceeding the February 
figures by nearly $5,500,000 and more than doubling the 
record for January, according to the report just issued by 
Superintendent of Buildings J. J. Backus. A total of 3,849 
permits was issued. Two of them were for Class A steel 

| frame buildings with a valuation of $1,406,000; seven 
| were issued for Class A reinforced concrete buildings, 
valued at $1,497,500; two for Class B buildings, valued 
at $414,500 and sixty-eight for Class C buildings, valued 
at $1,745,329. 

The Hampden Plumbing & Heating Co., 44-A Main 
street, Springfield, Mass., has recently been awarded the 
plumbing and heating contracts on the new Hotel Bridg- 
way addition in that city. The company has also been 
awarded the sprinkler contract on the Auburn Apartment 
building, in which they will install about 1500 sprinkler 

heads. 


The W. G. Shivers Co., Spartanburg, S. C., has just 
| started the installation of the heating system in the Smith 
Department Store in that city. 

M. E. Ford of the Ford Plumbing & Heating Co., At 
lanta, Ga., has been elected to the Board of Directors of 
the Atlanta Builders Exchange. 


The Farrell Heating & Plumbing Co., Atlanta, Ga., has 
the contract to install the plumbing, heating and ventila 
tion systems in the $3,500,000 store being erected by 
Starrett Bros., Inc., for Davidson, Paxon & Stokes, and 
also for the $1,000,090 theatre being built by Asa Cand 
ler, Inc., on Carnegie Way, Atlanta. 

Howerton-Beuner have just opened a new office and dis 
play room at 228 West Market street, Greensboro, N. | 
The concern formerly was known as the Howerton-Chan¢ 
ler Co., located at 215 East Sycamore street. C. M. Field 
has taken over Mr. Chandler's interest in the company 


John E. Holt, of St. Paul, Minn., was the lowest bidde! 
| on the heating, ventilating and plumbing work to be don: 
in the addition to a school at Blair, Wis. His bid on hea 
| ing and ventilating amounted to $8,400 and the plumbing 

| bid was $3,690. 
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At the annual convention of the Oklahoma State Association 
of Master Plumbers held in Oklahoma City.—Top 
picture: H. A. Duggan of the Oklahoma Refrigerating Co., 
Oklahoma City; A. T. Hogle, state treasurer, Muskogee; W. 
W. Duff and J.J. Cosgrove, both of Muskogee.—Middle picture: 
W. V. Roesch, Robert Read, E. M. Stanmire, W. J. Wells and 
EK. L. Estes, all of Shawnee, Okla,—Bottom picture, front 
row: G. W. Taylor, G. E. Morris and G, R,. MeKey; back row: 
Paul Ruhle, Archie Gillock and John Ingle, all of Ponea City, 
Okla, 


Swimming - Pool News 


The Roosevelt high school at Port Angeles, Wash., will 
be improved by the construction of a swimming pool, 
45x100 ft. , 

E. D. Parker of Wichita Falls, Texas, has been awarded 
the contract to construct a swimming pool for the West- 
moreland Park Co. in that city. 


recently 


Harry C. Moir, owner of the Morrison Hotel, Chicago, 
will construct a summer and winter swimming pool at the 
amusement place, Holmhaven-on-the-Gulf, Biloxi, Miss. 

A. F. Parker of the Al Parker Securities Co., Browns- 
ville, Tex., has obtained a 1,000-acre tract including the 
townsite of Olmito and will construct a swimming pool. 

A. B. Rogers will build a concrete bathing pool at San 
Marcos, Tex. 

Julian Harrison, Osceola, Ark., has been awarded the 
contract for the construction of a new swimming pool in 
that city, by the Osceola Natatorium Company. 
the establishment of public swimming 


To encourage 
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baths, three of which are already in operation in the city, | 
Vancouver, British Columbia, has decided to grant water | 


at cost to these establishments. The new rate will become 


effective with the completion of the $150,000 swimming 
pool and tea house being constructed by Vancouver Swim- 


ming Baths, Ltd. 

H. D. Talley, county commissioner at Slaton, Tex., has 
announced plans for the construction of a swimming and 
wading pool for the children in Santa Fe Park. 
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On Your Next Job 











Install 


Smith Bros. Nipples 


if you want to know real nipple satis 
faction. They are easy to screw up; 
they make an absolutely tight joint 
not sometimes but every time be 
cause the threads are clean and sharp. 
Order a carton of assorted sizes /g-in. 
to 12-in. in black or galvanized. Your 
jobber has them. 


WORKS 


Penna. 


SMITH BROS. NIPPLE 
Hamburg - - “ - 


H. J. Kleinman, District Sales Manager 
810 Morris Bldg., Philadelphia, Pa. 


Vane eeaent ne 
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Thermostatic 
Shower Valves 


E VERY man 
among your 
customers wants a v4 
Leonard. No sud- 
den shots of cold or 
scalding water 
when water is used 
in another part of 
the house 




















Leonard-Rooke Co. 
486 Broad St. 
Providence, R. I. 
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Bath a ‘Day ~Alovement 


f , ih 4 

propaganda as d the plumbing indu That ‘ t 
many industris f h the health and 
. re ’ f peopli ely 
is dow i ohaters ‘ may 
have t rv) thy ice you 
fier. the uti t umporta mce 
thon , fect wa ‘ ledde ind 
bill re { , l irde prea ure the 
fr ectton t the healt i the natu ly i ha nt da ked 
j Rath al lay M ement as a means f Ling ur message 
tfention of ur community we sus that u write for 

1 free copy Ti tory the PBatl did 


y OU have a message which, while it has to do with 
products and service, just as is the case in any other 
retail line, has to do with things that go deeper than 
selling so many pieces of equipment In a very real sense 
the master plumber is allied with the health forces of the 
country in keeping down disease 

Epidemics such as swept London were the result of 
unsanitary conditions No modern city is in danger of 
such terrible plagues as long as its sanitary arrangements, 
largely installed by the master plumber, are kept in good 
working order. 

These are facts which are brought out in “The Story 
of the Bath.” That little booklet, read in the schools of 
159 cities and towns, and in thousands and thousands of 
homes and offices has broadcast the value of your service 
as a master plumber. 

Ask for a free copy of “The Story of the Bath.”’ We'll 
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tell you how to interest your school authorities and hs. 
to reap the benefits of the Bath a Day Movement. Wr 
today. 


Public omfort Stations 


Alberta Park, Portland, Ore., will construct two c 
fort stations. 

A city hall and comfort station to cost about $200,1\6 
is under contemplation at McKeesport, Pa. 

Plans are being made for a combined comfort and police 
station at Pine avenue and Main street, in Niagara Fa 
N. Y., to cost about $40,000. 

The Park Board of Kansas City, Mo., is planning 
erection of combined shelter house and comfort station 
Swope Park. 


The city of Portland, Ore., will soon build a comfor 
station at Duniway Park. 

Two comfort stations are to be erected on the North 
west side of Milwaukee, Wis., according to a decision of 
the common council public building committee. One will 
be placed at the intersection of Tenth street, Atkinson and 
Green Bay avenues, and the other on the east end of the 
block bounded by Finn and Nash streets and Fifteenth 
and Sixteenth streets. The cost of the comfort stations 
will be $12,000. A request that a comfort station be pro 
vided on the public market site at Second and National 
avenues has been deferred. 

Plans are being made by the city commission of Port 
Arthur, Tex., for the construction of a swimming pool in 
Pryan Park 
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This is the fifth of a series of advertisements listing Scott Valves 


Scott Bronze Globe & Angle Valves 











There’s a Scott 
Valve for Every 





No. 192 Ss Bronze Disc 125 lbs. S.W.P 
No. 19 Ss B nze Dhse 125 Ibs. S.W P 
No. 70 s Jenkins Dis 150 Ibe. S\W.P 
No. 71 s Jenk Di 150 Ibs. 8.W.P e 
No. 72 i Jenkins Di 150 Ibs. S.\W_P erv 1¢ce or a Cs me 
No 73 I Jenkins Dis 150 Ibs. S.W._P 
No. 200 s UB Regrinding 200 Ibs. S.W_P 
No. 201 Ss Ud Regrinding 200 It 8.W.P ‘ 
No. 202 I ULB Regrinding 200 Ibs. S.W_P 
No. 203 I UB Regrinding 200 Ibe. S.W.P 
No, 249 Ss U.B Regrinding 250 Ibs. S.W.P 
No. 250 k ULB Regrinding 250 Ibs. S.W_P 
No. 251 Ss ULB KR ling 250 Ibs. S.W.P 
No. 252 I UB Regrinding 90 Ibs. S.\W.P 
No. 49 Ss Re 250 Ibs. S.W.P 
No 50 I Ke y 250 Ibs. S.W_P 
Ne 51 S Regrinding 250 Ibs. S.W.P 
No 2 I Regrinding 250 Ibs. S.W.P 
Scott Iron Body Globe & Angle Valves 
No. 76 SE. Globe—Cx r Cop. Dis 125 lbs. S.W.P 
No. 77 F_E. Globe -Comp. or Cop. Dis« 125 Ibs. 8.W.P 
No. 80 SE. Angle-—-Comp. or Cop. Dis 125 lbs. 8.W.P No. 192 No. 70 Rt, -4 aS. 7 
No. 81 F.E. Angle omp. or Cop. Disc 125 lbs. S.W.P Standard Globe J. D. Type Globe = "ia “ 
No. 208 SI Globe Regrinding Br. Disc 175 lbs. S.W.P 125-Ib. S. W. P 150-Ib. S. W. P. 200-Ib. S. W. P. 250-Ib. S. W. P 
No. 209 F_E, Globe Regrinding Br. Dis 175 lbs. 8.W.P 
No. 210 S.E. Angle Regrinding Br. Disc 175 lbs. 8.W.P 
No. 211 F.E. Angle tegrinding Br. Disc 175 lbs. 8S.W.I i‘ 
No. 55 --S.E. Angle-—Regrinding Br. Disc 250 Ibs. S.W.P Sc V. l M f: + 
No. 56 ——F.E. Angle—Regrinding Br. Disc 250 lbs. S.W_P ott alive anu acturing oO. 
No 7 S.E. Globe Regrinding Br. Disc 250 Ibs. S.W.P = 
No. 58 F_E. Globe -Regrinding Br. Dis« 250 Ibs. S.W.P DETROIT MICH 


COTT~%-VALVE 


SIGN OF VALUE 


“MAXIMUM SERVICE PER DOLLAR” 
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VUON—WILL 


YOU ALLOW THE LADIES THE 
LIMERICK CONTEST? 

best last lines received to two out of the three Limerick 

The first one 


Veekay, and 


TO WIN 


The 
Contests we have held were written by women. 
recvived in the 


present contest is signed (Miss) 


you ll have to admit that it fits the case. You remember what 
hay pened to the carpenter Who was given a hammer and told 
se his head, Our plumber was in the same fix This 

va HIS case: 

There was a plumber from Mineral Point, 

Who never learned to wipe a joint. 

They gave him some lead 

And said, “Use your head!” 

But he couldn’t do what he’d never “loint.” 

That last line comes, as we said, from Miss Veekay of 
Amherst, Mass. Can you better it? We don't remember what 
prize we offered, but be assured that it will be something 
useful and ornamental. Come on, men! Don't let a woman 
win this technical contest. 


“SY” SEZ 
\ golf ball has been invented for 
travel a few feet. I 
with that kind of a ball 


that 
a man who has been playing 


indoor practice will 


only know 


for years 
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Folks who get divorced inside of a year after gettin’ mar- 
ried ought at least to be fair enough to give back the 
wedding presents. 

The big guns of business are usually those who have never 
been fired. “SY” MARTIN, Owensboro, Ky 

EPITAPH 
Here are the remains of crazy Jones, 
He now resembles soup. 
He stood erect and waved his hat 
In the park on a “loop the loop.” 
F. A. W., San Francisco, Calif 
FORD'S COWLESS MILK 
Henry Ford recently announced that the cow is inefficient. 


This seems hard on the cow who has served humanity for so 


many years. Sut possibly Henry will commence to manufac- 
ture them in droves, with overhead valves instead of the 
underslung ones which are now so difficult to get at It has 


been suggested that maybe by crossing a Jersey with a Ford, 
Henry might succeed in turning out a cheese factory 

A MATTER OF ACCENT 

Have you ever seen bull fights, 

No, put I haf seen 


PEDRO: 
HANS 


Hans? 


chicken pox 





INGROWN 
There was an old duffer named Roop, 
Who let out a most awful whoop, 
When the grass on his chin 
Got kinda mixed in 
With the noodles he ate in his soup. 


GUISEPPE’S ARITHMETIC 
Me, I got wan h’oncle 
She’s name Joe Mafru, 
She’s got wan good job 
She's make money, too. 
Tomorrow she’s go on job, 
My h’oncle, Joe Mafru. 
She’s holler down in basement 
How many mans down there, you? 
fan guy with name Paolo 
Yell back, say we got three. 
My h’oncle, what's name Joe 
Say, “Half you guys come up, 
GUISEPPE VITTORIO EMMANUEL SCARABOOTCHO, 


LESSON 


Mafru 


see?” 





} 
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Plomb Tools 


for 
Plumbers 


Largest Line of 
hand forged tools 
on the market. 
Several hundred 
different tools. 
Convenient, correct 
shapes, reasonably 
priced, every tool 
unconditionally 
guaranteed against 
breakage. 


Ask your jobber for 
these tools or write 
for 
free illustrated 
catalog 











PLomsB TOOL Co. 


LOS ANGELES 


CHICAGO — (Complete Stock) 
627 West Washington Blvd. 


SEATTLE~ 67 Columbia St. 








A 4-Heat 
Electric 
Solder Pot 








Plumber 
Should 
Be 
Without 


The Electro Melter operates from any light 
socket at a cost of only 35c per 8 hour day. Melts 
solder quickly and maintains a constant heat 
with practically no attention. There is no fire 
hazard with the Electro Melter, and it is ab- 
solutely clean and noiseless. These features 
make it the ideal solder pot for shop and resi- 
dence work. The cast inner pot has 15 pound 
capacity. Price complete, $15.00 Net. Write 
for details NOW! 


Manufactured and Guaranteed by 


ELECTRO ENGINEERING CO., Inc. 
11712 Atlantic Ave. | RICHMOND HILL, N. Y. 











CAAA WORD HOOU WOOHOO 
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WEATING 
(<BRYAN) 


SENER ATOR 


were recognized at Detroit Oil 
Burner Convention as the only 
practical Oil Burning Boiler on 
the market. 


It Meets the Demand 
Reduces the Coal Bill 
Especially Designed for Oil 





Steam, Vacuum, Vapor or Hot Water 


The Oil Burning Trade can now 
guarantee to reduce fuel bills, 
give heat in less time and main- 
tain a more even temperature. 


Sold Through the Heating Trade on 
Exclusive Local Sales Franchise Plan 


MANUFACTURED BY 


BRYAN STEAM CORPORATION 


PERU, INDIANA 





speck of dust on them. 

































ECENTLY we made a trip through 
R several southern states, and nat- 
urally we were on the lookout for users of Black- 
board Epigrams. Frankly speaking, we were very much 
surprised. In nearly every small town and city visited 
there was one or more users of epigrams. Many interest- 
ing and unique blackboards were being used by these men. 
One that we recall very distinctly was found in a shop 
in a town in the northern part of Kentucky. It was an 
unusual shop for such a small place. The building was 


of red brick and had two large display windows. soth 
of these windows were filled with an attractive assortment 
of plumbing accessories and fixtures and there was not a 


To liven things up a bit the 
proprietor had placed a few green ferns in the windows. 
This man was using blackboard epigrams in the right 


| way. His windows were so arranged that persons stop- 


ping to read the epigram could not help but notice the 
articles on display. The blackboard was not an elaborate 
affair, but was very neatly constructed. It was approxi- 
mately 214x1% ft., and surrounded by a wooden border, 


| painted white. 


If the leading plumber in this town is using blackboard 
epigrams, and getting results from them, there is no 
reason why others should not be able to do the same 


| thing. It is not necessary to use the epigrams that we 
| give you in this column. The man we have been speaking 


of does not always do so. Every once in a while he comes 
across one that he likes better than ours and uses it. He 
has the right idea. We don’t claim to give you the best 
epigrams there are, that would be impossible. We do 
think, however, that those we furnish are capable of 
at(racting the attention of the average passer-by. 

Here are some that will cause them to stop as they go 
past your store: 


It’s a poor mule that won’t work both ways. 
* = * 


Poverty is a matrimonial but not a moral crime. 
o + * 


A lawsuit is apt to wear out at the pockets first. 
. - + 
Nothing tires a man like being worked by others. 
* + * 
A man and a strange umbrella often go without saying 
. * 
Every silver lining has its cloud. 
* 2 ¢ 
The musician who plays by note has to face the musi 
The Seton Guild Catholic Society, of which Mrs. H. © 
tvans is president, is having plans drawn by Bertrand 
& Chamberlin, architects, 616 Northwestern Bank build 
ing, Minneapolis, Minn., for a $100,000 club house to be 
built at the corner of Second avenue S. and Ninth street 
in that city. 








trchutects: Holabird & Roche 
Jobber: Standard Sanitary Mjg. Co 
Plumbing Contractor; J. J. Daly 
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Another proof of the adaptability and useful- 
ness of Stringer Roughing-in Fittings is found 
in their selection for the new Palmer House in 
Chicago. Here 2200 bathrooms were roughed in 
with Stringer Fiat Cast-Iron Vented Closet Fit- 
tings and Stringer Hub Drainage Fittings. 


A glance at the diagrams above will show how 
Stringer Fittings save time and money on rough- 
ing in. Stringer Hub Drainage Fittings elimin- 
ate costly and troublesome long screws and “‘R”’ 
and “‘L” nipples. They slip and calk. 


Write for Catalog “H” showing a Stringer in- 
stallation for every type and size of building 
from a bungalow to a skyscraper. 


STRINGER BROS. CO. 
1100 W. 38th St., CHICAGO 


Warehouses: CHICAGO, ILL., GADSDEN, ALA. 
Factory: GADSDEN, ALA, 





s. 


on 
HAD 


oe fea serene 
Ti-wasewen. = 
Byeseeseed 
ae 
1) es 
saexfrotut 
ie (diy Z 











it 
“ay 
£ 

E 


Or 

Ba ] 
ol 
Bii-é 
« 
+ 
£ 
¢ 
















106 DOMESTIC ENGINEERING May 8, 1926 


es BS 


ee 














os uy GS a as Gs a é 


<a 


WOE 


EREE 

rR RABE REEF 

Peet RE ERE 
ree 


tee ewe mes ee 





bea toad bau iat toad ay cup: 4 
a a OU ey os GY ae | SN 














Re ao 


a 
28) PY 
. tas bs 


wo aw oe 
fd hd ad OS By ad 


SS 


JS) Os cad Gas as oy 
Sua hy aw oy i ay 
@ ST -Te ee 
pNP os as ss a a) iii oad 





"ORF RF PEPER 


faba 


a pi rs 4 

















Under Construction in New York City Under Construction at Peoria, Ill. Under Construction at Long Beach, Cal 
Bond Issue Underwritten by the Owners, Owner, F. B. Dunn 
American Bond & Mortgage Co , Inc The Pere Marquette Hotel Building Corp. Architects, Walker & Eisen 
Owners, The 415 Central Park West Corporation 7 Horace Trumbauer 
é : Associate Architects “ Plumbing Jobbers, 
Architects, Deutsch & Schneider Hewitt & Emerson w Whol =P bi & Ss 1 
General Contrs., Longacre Eng. & Const. Co Plumbing Contractor, Thomas J. Cody estern olesale Plumbing upply Co. 
Plumbing Jobber, Samuel R. Kahn General Contractors, V. Jobst & Sons Plumbing Contractor, F. C. Schilling 
Plumbing Contractors, Monroe M. Golding, In Being equipped with the Watrous Flush Being equipped with the Watrous Flush 
Being equipped with the Watrous Flush Valve Valve and Duojet Floor Closet Valve and Duojet Floor Closet 


The above installations, in New York, Illinois and San Francisco, 
illustrate the nation-wide recognition of 


atrous 
~~ 


Plumbing Fixtures 
Non-Clogging —Water-Saving — Sanitary 


HE design of the Watrous Duojet Closet prevents clogging and 

overflowing by eliminating the narrow passage needed by many 
types of closet to maintain syphonic action. It is also very economical 
with water. 
The Watrous Flush Valve delivers the exact quantity of water required 
by the type of bowl with which it is used. Therefore, when used in 
combination with the water-saving Duojet Closet, it assures a sub- 
stantial saving of water at every flush. 





The wall type of bowl greatly simplifies the work of cleansing the 
bathroom floor. It also promotes economy in erecting new buildings 
by dispensing with closet connections in floors. 


Write for full details on the Watrous Flush Valoe and Duojet Closets 


PLUMBING DIVISION 


Watrous Flush Valves — Duojet Closets — Self-Closing Basin Cocks — Combination 
Lavatory Fixtures — Pop-Up Wastes—Drinking Fountains — Liquid Soap Fixtures —etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 
1231 W. Harrison St. BRANCH OFFICES: CHICAGO 


Room 514, 51 East 42nd St. W. E. Blair, Jr.. c/o Coronado Hotel Continental Sales Co., 1120 Metropolitan Life Bidg 
New York, N. Y. St. Louis, Mo. Minneapolis, Minn 
M. D. Keyes, 1886 East 82nd St Finney Wheeler, 205 Brush Creek Bivd. Wm. P. Horn Co., 237 Rialto Bldg. 
Cleveland, Ohio Kansas City, Mo. San Francisco, Calif. 
H. D. Tuck, 404 Marquette Bidg. R. J. Shank, 724 Grand Ave. L. C. Coombs, 1234 S. Broadway 
Detroit, Mich. Des Moines, Iowa Los Angeles, Calif. 


John Livingston, c/o Wm. P. Horn Co., L. C. Smith Bldg., Seattle, Wash. 
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certain of said parts being adapted and arranged 


other, 

T : i ‘ ; 
for engagement with each other when said mechanism 
reaches a predetermined position beyond said dead-center 


position wheveby said mechanism is held in said predeter- 
: ‘ mined position and said valve held open 
Plumbing Department : ee oe 


1,579,981. Bathtub. Harry C. Weiskittel, Baltimore, 1,579,374. Splash Guard for Sinks. John J. Leighton 
Md., assignor to A. Weiskittel & Son Co., Baltimore, Md. ochester, N. Y. A splash guard having a guide on thi 
A cast metal bath tub having a hollow rim along one side "ear face 
thereof, said rim having the under face thereof extended 
around to and formed integral with the side wall of the 


thereof, and a supporting arm for the splash 


cawwstanher ers em Swe ee es et 














4 1,579,981. 


tub, so that said rim is closed intermediate the ends 
thereof, said rim at at least one end thereof being open 





so that the core utilized in the casting of the rim can be f 7) 
readily removed. Na py oe =I ies 
* . * a ‘ 42 

1,579,564. Valve-Actuating Meehanism. Edward F. 1,579,564. 


1,579,530 


Niedecken, Milwaukee, Wis., assignor to Hoffmann-Bill- 
ings Mfg. Co., Milwaukee, Wis. The combination with a guard, curved to conform to the roll of a sink and having 


valve, of actuating mechanism therefor having a dead- a portion adjustable on said guide 
center position which is passed during valve-opening * * ° 
movement of the latter and including a plurality of parts 1,579,530. Protective Cover for Bath Fixture Max 
connected for relative movement with respect to each Heller and James Martin Howlett, Gary, Ind A lining 
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KEYSTONE 


Silent 











All white siphon jet with 
silent feature. Ideal for the 


nice house. Reliable action. 








Compact as to installation. 
Conservative design. - - - 





WRITE FOR 
CATALOGU! 





Keystone Pottery Co. 
TRENTON 
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Three parts 
instead of 
thirteen 
means 

fewer repairs 


GREENFIELD TAP @ DIE 
CORPORATION 


Greenfield, Massachusetts 








LITTLE 
GIANT 


PIPE WRENCH 
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for bath tubs comprising two cut out members formed from 
cardboard, said members having a bottom portion of a 
length slightly greater than one-half the length of the 
bottom of the tub and a width substantially equal to the 
bottom of the tub, and side members integrally connected 
to the bottom, said side members having a width greater 
than the height of the sides of the tub and adapted to be 
flanged over the upper edge of the tub, said members hav- 
ing one side provided with strips of paste for securing 
them to the tub. 
a » . 

1,579,917. Float Strainer. William L. Deming, Salem, 
Ohio, assignor to The Deming Company, Salem, Ohio. A 
suction strainer comprising an elongated hollow body hay 
ing its bottom wall closed, 
and a longitudinal bar at ‘ 
the top and a curved screen 
extending from one edge of 


the bottom across the bar to H 
the other edge of the bot- \ 


tom, a hose connection at 


| one end of the body, and a 


float connected to the other 
end of the body, as and for 
the purpose described. 





[* | __ ‘ 
1,580,481. Flush Valve ° 1,579,917. 
Arthur L. P. Gavin, Scranton, 
Pa A valve comprising inner and outer integral cylin 


drical bodies having their major portions spaced from each 
other to form an annular cushioning chamber, the outer 
body being formed with a lateral inlet branch and the 
inner body being formed with an outlet branch, a cap 
entirely covering said inner and outer bodies and secured 
to said outer body and having a chamber, a diaphragm 
confined between said cap and said bodies and dividing 
said first and second-named chambers, said diaphragm 
being normally in engagement with the entire surface of 
the upper ends of said bodies and being provided with a 
central reinforcing plate in line with said inner cylindri- 
cal body, there being a by-pass between said inlet branch 
and the chamber of said cap, means controlling the flow 
of fluid through said by-pass, said outer body and said 
cap being provided with a by-pass between the outlet 
branch and the chamber in said cap, and means con- 
trolling the flow of fluid through said second-named 
by-pass. 
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1,580,481. “lad 
1,580,681 
1,580,681 Faucet. Andrew Saksa, Bridgeport, Conn 


A valve comprising a body having a fluid passage there- 
through and a cylindrical bore from one side terminating 
in a seat and threaded adjacent its outer end, a cylindrical 
valve casing in said bore and having a passage ther’ 
through with a valve seat, a valve stem slidable in said 
casing and carrying a valve for said seat, a spring 
rounding said stem and tending to hold the valv: 
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May 8, 1926 DOMESTIC 
its seat, a nut separate from and independent of the cas- 
ing threaded in said bore to retain the casing against the 
seat in the body and enclosing said spring, and means 
to press against the outer end of the stem to remove the 
valve from its seat. 

. * . 

1,579,785. Flush Valve. Wilfred J. Rouleau, Quincy, 
Mass. In a valve, the combination with a valve casing 
having a duct, of a fitting removably secured to the casing 
and provided at its end with a valve seat located in said 
duct, a spring-pressed valve carried by the fitting and 
normally engaging said valve said valve having a 
stem extending axially through the fitting and provided at 


seat, 





its outer end with an enlarged portion, and also having 
an axial bore at its outer end, a spring-pressed pin slid- 
able in said bore, a cap member secured to the fitting 
and provided with an opening in its outer end, and a tilt- 
able handle extending through said opening. 
* * * 

for 
to 


1,580,904. Gas-Burner Unit Heaters. Harry E. 
Kerr, Cleveland, Ohio, The Cleveland 
Burner & Appliance Company, Cleveland, Ohio, a Corpo- 
ration of Ohio. A cast metal base unit for a heater casing 


assignor Gas 


containing water circulating elements, consisting of a base 
member, gas burner, and drip pan formed in a single piece 
£as 


having air and commingling tubes mounted 


thereon. 


and 























6 ‘sa 


1,581,011. 





1,580,904. 


1,581,011. Flushing Cistern. William Charles Dingey 
North, Dunedin, Otago, New Zealand. In a flushing tank 
having an inlet valve, an outlet valve, a ball cock lever 
for controlling the inlet valve in accordance with the 
level of fluid in the tank, a manually operable lever con- 
nected to and adapted to operate the outlet valve, and 
means carried by the ball cock lever to support the man- 
ually operable lever and thereby the outlet valve in open 
position during movement of the ball cock lever incident 
to the lowering of the level of the liquid in the tank, said 
ball cock lever carried means automatically releasing the 
manually operable lever at a predetermined liquid level 
in the tank. 
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As fast as five men 


Speed up your work of painting radiators, 
pipes, etc. Don’t waste time with the slow in 
efficient brush. Install Handigrip spray-paint 
ing equipment and do better jobs in one-fifth 
the time. 


In 5 or 10 minutes Handigrip does as much 
as you can do with a brush in an hour. Puts the 
paint where you want it on any surface. 

Handigrip will quickly pay for itself in better, 
quicker jobs. Guaranteed — test it in your own 
shop. 


Details from your jobber 


PLUMMER-HUFF CO. 


Napoleon, Ohio 











Heating Residences 


AND 


Small Buildings 


Gives a thorough descrip- 
tion, with plans and illustra- 
tions, of the heating systems 
used in heating small build- 
ings, such as cottages, bunga- 
lows, two-story residences 
and small garages 







It takes a typical cottage, 
bungalow, two-story resi- 
dence and small garage and 
explains, step by step, the 
heating of each of these buildings by steam, vapor and 
hot water 

All details of the systems are thoroughl 
illustrated. The layouts are so simple th 
fitter can use them as guides 

Proper main and pipe connections, the proper connec- 
tions of chimneys, details about vapor heating and many 
other important features are explained 

Heating Residences and Small Buildings contains 
much practical information and will make a valuable 
addition to any contractor’s library 


Price, $1.00 Postpaid 
Published by 


Domestic Engineering 
BOOK DEPARTMENT 
1900 Prairie Avenue :: Chicago, III. 


described and 


at any steam- 
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Heat Wig Department 


Walter H 


Steel Company, 
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Miller, Leba 
Bethlehen 


1,579,881 Oil Burner 


assignor to Bethlehem 


burner of the type described comprising in combi 
s 
vas 
 —— 
| 
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1,579,881 
pipe coupling having a pipe of uniform interior 
ecured at one end in one of its two aligned 
and extending a material distance therefrom, a 
the opposite opening of said coupling, a_ pipe 
uniform interior diameter Il than that of the 
extending through said bushing concentrically 
end of said first pipe, an inlet pipe for liquid 
nected to the third side opening of said coupling, 


fuel 


“gy (ome 
non, Pa., 
1, Pa. A 


nation, a 


diameter 
openings 


ushing in 


having a 
first pipe 
into the 
con 


a second 


larger pij coupling having a pipe of uniform diameter 
ecured in and projecting from one of its aligned open- 
ings and a bushing in the other aligned opening the said 
econd mentioned pipe passing through said last mentioned 
bushing, coupling and pipe approximately to the end of 
the pipe end an inlet pipe for gaseous fluid under pres- 


ure connected to the third side 


opening of the 1: 


ist men- 


GINEERING May 8 


ipply pipe connected to the third side opening of 
last mentioned bushing. 
. +. s 

1,578,455. Radiator Air Valve. John Martens, Chic 
I!l. In a radiator air valve of the class described, a c} 
ber, a neck portion extending from said chamber, said 
inwardly turned head forming an 
ternal at the lower part thereof, a sleeve in 
neck resting on said internal shoulder, a 
fitted over the top of said neck portion, a vent in the 
of said cap, a ball check valve confined within said sl« 


portion having an 
shoulder 


portion 


ind means for supporting the said ball check valve wit 
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tioned bushing, a third pipe coupling materially larger , 
than the others having a pipe of uniform diameter secured 1,579,418. 1,578,530. 
it one end in one of its aligned openings and projecting the sleeve, said ball check valve being adapted to remain 
therefrom i a bushing in the other aligned opening unseated while air is being discharged from the said vent 
throug! hich the last two previously mentioned pipes and to close the said vent when vapor reaches the ball 
pa inte the end of the last mentioned pipe and an air valve 
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C&s 
SHOWER SHIELD 


richness and beauty to a bath 
other one fixture. Where the 
separate compartment, a 





will add more 
room than any 
shower is not in a 


Shield is indispensable 


used in these Shower 
Shields as in our famous C. & S. SHOWER 
DOORS: heavy Nickel Silver or Nickel Plated 
Brass and a Glass Panel 
in rubber 


. ] 
The same fine materials are 


inch heavy Plate 
embedded 


They are hinged to swing clear of the tr ub either 


right or left. 





Order fiom your jobber 
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CRIST & SCHILKEN COMPANY 


500-508 37th ST. 
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Tomkinson, Plain- 


Mountainville, 


Charles C. 
Edward Ogden, 


1,579,418. 
field, N. J., 


Pipe Hanger 
assignor to J. 


N. A pipe hanger comprising a looped carrier having | 


lapping ends provided with aligned openings, a headed 
ve loosely extending through the openings in the car- 
rier ends and having internal and external threads, a 
hanger bolt threaded into the sleeve and a lock nut 
threaded on the outside of the sleeve and engageable with 
the upper carrier end. 


ove 


slee 


- a2 * 

1,578,530. . Ventilating, Heating, Cooling, Humidifying, 
and Evaporating Apparatus. Robert J. Krause, Los Ange- 
les, Calif. In an.apparatus of the class described, a casing, 
a supporting means revolubly therein, and a 
plurality of concentric drums supported on said means in 
staggered relation relatively other, the one end 
of said drums projecting beyond the adjacent ends of the 


mounted 


to each 


adjacent drums and revoluble in the same direction there- 
with, whereby a liquid discharged against the inner face 
of the innermost drum is conducted to the outermost drum 
in zigzag passages in the form of thin films and fine sprays. 
+ . * 

Charles C. Tomkinson, Plain- 
field, N. J., assignor to J. Edward Ogden, Mountainville, 
N. Y. A pipe hanger comprising a carrier, a sleeve having 
an annular groove therein, a pair of complementary mem- 
bers adapted to seat in said groove and embrace the sleeve 
and means on the ends of the carrier for engaging said 
complementary members and retaining said members in 
position in said groove and against separation. 


1,579,419. Pipe Hanger. 
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1.578,064. Oil Burner. Alfred Bittner, Philadelphia, 
Pa. An oil burner comprising a base having a cupped re- 
cess centrally formed therein, an oil inlet and an overflow 
outlet in said recess, a plurality of spaced lugs formed on 
the sides of said recess, a burner cone adjustably secured 
to said lugs, a pair of oil retaining grooves formed in the 
upper face of said cone, a spray nozzle detachably and cen- 
trally positioned in said cone, said nozzle adapted to pro- 
ject the fuel oil for forming concentric flame, an air inlet 
a manifold bridg- 
ing said burner cone and nozzle, and the two outer ends 
thereof positioned in the said openings, and a wall formed 
integrally in said manifold on the longitudinal center line 
thereof for providing a greater contact area for preheating 
the air supply. 


opening formed in each end of said base, 


* * * 
1,578,349. 
and 


Valve 
other Fluids. 
chewan, 


for Water, Steam, 
Horace C. Nixen, Saskat- 
In combination, a valve casing, a frusto- 
therein, a frusto-conical hollow 
internally threaded barrel 
mounted on said casing, a threaded hollow stem rigidly 
attached to said valve and in co-operative engagement 
said threaded barrel, means associated with said hol- 


Air, Gases, Oils, 
Saskatoon, 
Canada, 
valve chamber 


in said chamber, 


conical 


valve an 


Witi 
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12 BUSY MONTHS 
EVERY YEAR 


put your business on this sound basis with the double 
franchise for the Milwaukee Air Power Water System 
and the Combustion Fuel Oil Burner. The Milwaukee 
Air Power has proved a profitable leader everywhere. 
A better type water system. Delivers water direct from 
source under high pressure. Provides complete water 
service—from well, spring, cistern, lake. No water 
storage tank. Simple, dependable, completely auto 
matic. Over 25,000 in use. Capacities: 100 to 5,000 
gal. per hour. 


The Combustion Fuel Oil Burner opens two big sales 
fields— domestic and industrial heating. Nozzle type 
burner. Burns genuine fuel oil. Many fewer parts than 
any other complete automatic burner. Thousands in use. 
A big success for over 6 years. Write today for complete 
facts about this double franchise for balanced sales. 


MILWAUKEE AIR POWER PUMP CO. 


6 KEEFE AVE. MILWAUKEE, WIS 


Also Builders of the Combustion Fuel Oil Burner 


WATER SYSTEM 


DIRECT FROM THE WELL 


The largest exclusive 
manufacturers of Air 
Power Pump Equipment 





At Your Journey’s End 


AVE you ever 
noticed how the 
prospect of a hearty wel- 
come and a cheerful, 
homelike peerage. evi at 








up” your trip ‘and ae 
it seem even more 
pleasant and in 
teresting? In 
Cleveland, The 
Hollenden Hotel, 
your journey’s end, 
awaits you with the 
closest thing to 
home you will find 
away from home. 


800 Rooms — 800 Baths 
Ample garage facilities — Reasonable Rates 
A new addition now under construction will provide 
250 more rooms and a 300 car, fireproof garage 


In Cleveland - its 


THE HOLLENDEN 


Theo. DeWitt, Manager 
Superior Avenue at East Sixth Street 
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THE No. 


80 FIREPOT 





Noiseless, Smokeless 


and Odorless 


It produces a large volurre of in 
tensely hot blue flame. A sub 
flame permits turning flame low 
between jobs, saving fuel and still 
be ready for instant use. A pot 
of rretal and scldering coppers 
can be heated at the same time 
We believe the No 80 to be the 
best Fire Pot on the market 





No. 80 Fire Pot 
Ask for Latest Price 


Jobbers Supply at Factory Price 





CLAYTON & LAMBERT MFG. CO. fifo tien 








THE WORK OF 5 MEN 
in ‘4th the Time 


= a LITTLE GIANT 
| RADIATOR TRUCK 


A compact, sturdy device 
enabling one man to lift, 
transport, and deposit radi- 
ators weighing up to 1000 
Ibs. with little effort and a 
great saving of time. Rub- 
ber tires save finished floors. 
Operation is easy and bal- 
ance is maintained even on 
an incline. 


Put Little Giant to work on your next job. 


LITTLE GIANT MFG. CO. 


1927-31 Nicollet Ave., Minneapolis, Minn. 















The Perkins Insert 








leaves the surrounding 
concrete smooth and 
even. As nails are not 
embedded in it, the 
concrete does not crack 
and chip. And the leak- 
age of cement into the 
Insert is prevented by 
the smooth casting. 


TAPERED 
KEYSTONE 
CONSTRUCTION 


HANGER HOOK 


FOUR SIZES 


, 2 5 ‘ 














HOMER C. PERKINS CO. ?91*¢3h 


















To you. To those you serve. 
New Joint at last makes pos- 
sible a No. 1 Sewer Job. 


You specify No. 1 plumbing fixtures Now you can 
specify and get No. ! joints. Self-centering. Flexible. 
Won't crack when trench settles. Positively water-tight, 

root-prool. A preformed, pliable, 


9 ho asphaltic gasket. Not a lot of 
L a tools, materials, to gather and 
_ deliver. Joint pressed “home” 


| 2\ with simple foot-lever device 
> PRESSTITE ;) ¥" 
te / THE PRESSTITE 
ST (2Y ENGINEERING CO. 
< 4327 Duncan Ave., St. Louis, Me 


PRESSTITI 
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low stem for rotating said valve in said barrel, and re 
movable sand pocket below the valve and in communica- 
tion with the space in the valve. 


7 7 * 
1.579.816. Oil Burner. Joseph F. Kapinos, Buttalo 
Y An oil burner comprising a single casting in the 


form of a casing, said casing being provided at the center 
of the top with a flame discharger opening, there being a 
ill extending downwardly and outwardly from said open 
and joining the peripheral wall of the casing, simul 








a. sm L 
1,578,349. ? 


1,579,816. Y, 





taneously forming a combustion chamber and a surround 
ing air heating passage, a vertical partition dividing said 
iir passage into separate portions, said casing being en- 
larged adjacent said partition and formed with openings 
for passage of the heated air into the combustion chamber, 
means providing an air inlet for combustion chamber 

7 © . 

1,589,651. Radiator Eugene V. Daily, Chicago, Ill 
assignor to James B. Clow & Sons, Chicago, Ill. A vent 
comprising, a 
reception of products of combustion, a 


section for a gas-fired radiator walled 
chamber for the 
wall of said chamber having a flue opening, one wall of 
said chamber having an opening to the atmosphere at a 


point in the chamber remote from the wall having the 


flue opening 



























1,581,078. 





1,580,651. 1,580,941 
Portable Oil Burner and Torch. John Mul- 
| roy, Jersey City, N. J. A portable oil burner and torch 
which comprises a nozzle member having a perforated end, 
a funnel-shaped flame and heat controlling element 
mounted on said end and projecting therebeyond, said 
| funnel-shaped element having air passages in its rear wall 
ground the end of the nozzle, an air pipe extending into 
the nozzle member to a point adjacent the perforated end 


1,581,078. 


. a . 
1,580,941. Extension Pipe Joint. James E. Albinson, 
Washington, D. C. A pipe joint, comprising a pipe section 
having a bell end, a pipe section insertable in said bel! end 
and having a peripheral flange, and an intermediate sec- 
| tion having lugs to secure it to said second section 

















‘Classified Advertisements 


Situations yan 


WA ED—MANUFACTURER AGENTS 
t handle well established and ad- 
yer d line of specialties to the 
jumbing and hardware trade. Terri- 
tory open: New England States, Middle 
We and South Address Key 603, 
I stic Engineering,” 1900 Prairie 
A Chicago. 
EX RIENCED PLUMBING AND 
I ting supply salesman with good 
fol ing in Whiting, East Chicago, 
Indiana Harbor and Gary, Indiana. 
rer, opportunity for hustler. Address 


1, “Domestic Engineering,” 1900 


Prait e Ave., Chicago. 





SALESMAN—TO CALL ON PLUMBING 
supply jobbers in the east, for es- 
tal hed manufacturers’ agent. Ex- 
perience not essential. Salary - com- 
mensurate with ability. Give full de 
tai in first letter which will be 
treated confidential. Our present sales- 
men are familiar with this advertise- 
ment. Address Key 600, “Domestic En- 
gineering,” 1900 Prairie Ave., Chicago. 
A PROGRESSIVE PLUMBING AND 
heating supply house has first class 
opening in Westchester County for one 
or two salesmen who know the terri- 
tory and can SELL teply by letter, 
ng in full, your qualifications, ex- 
perience, salary, ete. Address Key 604, 
Domestic Engineering,” 1900 Prairie 
Ave., Chicago 
WANTED—PLUMBING AND HEAT- 
ng pin salesman with the follow- 
ing on the south side of Chicago. Good 


Address 599. 
1900 Prairie 


for hustler. 
Engineering,” 
igo. 


opportunity 
Domestic 
Chic: 


Situations Wanted 


PRODUCING SALESMAN 
desires to represent large manufac- 
turer in Chicago and vicinity. Very 
ssful sales record during 15 years 
in this territory. Address Key 597, 
‘Domestic Engineering,” 1900 Prairie 
Ave., Chieéago. 
POSITION WANTED-—SALES MAN- 
ager. A hustler. Open for engage- 
ment either in full charge or to handle 
important branch not as productive as 
desired. Technically trained. Can sell 
and manage others. Stimulates slug- 
gish sales. Fully experienced. Loca- 
tion east, south or New England pre- 
ferred Address 606, “Domestic En- 
gineering,’ 1900 Prairie Ave., Chicago. 
SALESMAN REPRESENTING LARGE 
plumbing and heating supply house 
in Chicago, 12 years acquaintance with 
trade on south side—desires to make a 
change. Address Key 598, “Domestic 


Al RESULT 


succe 


Engineering,” 1900 Prairie Ave., Chi- 
cago 
MANAGER-EXECUTIVE OFFERS 


size manu- 
blood in 


services to medium 
facturing plant desiring new 
its business. Can organize, system- 
atize, analyze; competent to assume 
full charge. Can handle manufactur- 
ing, sales, advertising, ete. Technically 
trained, Of especial value to concern 
desiring to expand or to one that has 
stagnated. Location, preferably 
east. Address 605, “Domestic Engineer 
ng 1900 Prairie Ave., Chicago. 


nis 


become 


Lines Wanted 


WANTED: LIVE WIRE MANUFAC- 

turer’s representative desires plumb- 
ing and heating lines. Has wide ex- 
perience and enjoys wide and reputable 
clientele in jobbing circles in eastern 
territory comprising Metropolitan dis- 


trict, Philadelphia, New Jersey and 
Boston. Address Key 56591, “Domestic 
Engineering,” 110 East 42nd Street, 
New York City. 
For Sale 

FOR SALE—1 SAUNDERS NO. 2 A 
pipe cutting and threading machine 
I ete-cutting ™ in. to 2 in. with 
belting and shafting, 1 Saunders No. 5D 
Cutting and Threading Machine, 2% in 
to 6 in., complete with belting and 
sf ting i—3 H.P. and 1—7 H.P. 2 
Phase A. C. Motor. All in first class 
condition. Can be seen at any time at 
‘ epperhan St., Yonkers, N. Y 

FOR SALE—ONE NO. 300D5 V & K 
electric deep well water supply sys- 
tem and 85 feet 3% inch galvanized 
Pipe bought new one year ago. Used 
four months last summer. Will sell 
cheap. Address Key 602, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cag 





Miscellaneous 


PATENT SENSE—VALUABLE BOOK 
(free) for inventors seeking largest 

deserved profits. Write Lacey & Lacey 

fo B F 8t., Washington, D.C. Established 


WIPING 
CLOTHS 


Formed — Flexible — Finished 


Made in five sizes for all standard joints. From 
a fon pod y Ty dy ty 
next mail or sent C. O. card for fu 
particulars. Patented RE 16th, 1924 


GEO. E. WILLIAMS 


Sele Manufacturer 


3 E. 26th ST., MINNEAPOLIS, MINN 
Ticking and Moleskin 


ESTIMATE AND CONTRACT BLANKS, 
time cards and job tickets, illustrated 


stationery, etc. Prompt delivery, Send 
for samples and prices. Address Ger- 
mantown Duplicating Co., 5839 German- 
town Ave., Philadelphia, Pa. 


Pipe Machines We specialize in 
new 


and used 
pipe machines having in stock at all 
times all sizes from 2 inch to 12 inch. 


Think of pipe machines think of 
O’Brien, Philadelphia 


THE O’BRIEN MACHINERY CO. 
113 N. Third Street Philadelphia, Pa 


Long Distance Telephone: Market 0727 
Cable Addrese: OBRIEN Philadelphia 





PLUMBERS’ BIN LABELS 


@ 12; 
RED. ELLS 


Send for samples and prices and free booklet: 
“How to Simplify the Work in the Plumbing Shop."’ 
Haddon Bin Label Co., Haddon Heights, N. J. 














STOP “‘GUESSTIMATING”’ 


Avoid Errors and Omissions. Our 


Plumbers’ Estimate Sheets 
will SAVE Time and Money. 
100 leaves in a book—4'2x10 
1 Book, $1.25 5 Books, $5. 
via Ins. Parcel Post same day we get order. 
LOUIS FINK & SONS CO., Printers 
Time Sheets, Job Tickets, Letter Heads, etc. 
School Bldg. Laurel mpg: N. J. 


In Business Thirty Years Noted for Qu ¢ 







COMMISSIONE 
covering for 
ating pipes of 
additions to the 
Chicago. Sealed 
received by the 
Commissioners, 57th street and Cottage 
avenue, Chicago, Illinois, until 
noon, May 12th, 1926, for 
all material and doing all 
the work necessary to complete the 
covering of the receiving tanks and 
heating pipes of the alterations and 
additions to the Stadium, to be erected 
on the Lake Front between Roosevelt 
road and Sixteenth street extended, 
Chicago, Illinois, in accordance with 
drawings and specifications entitled 


RS PRO 
receiving 
the altera- 
Grand Park 

proposals 
South Park 


SOUTH PARK 

posals for 
tanks and he 
tions and 
Stadium, 
will be 


Grove 
12:60 o'clock 
furnishing 


‘Alterations and Additions to Stadium, 
Grant Park,” prepared by Holabird & 
Roche, architects. Copies of the speci 
fications, including bidding sheets and 
plans, may be obtained at the office of 
the South Park Commissioners, 57th 
street and Cottage Crove avenue. Only 
bids from those of record in the office 


of the South Park Commissioners as 
having received specifications will be 
considered. All specifications, includ- 
ing bidding sheets, must be identified 
by the stamp of the Secretary of the 
South Park Commissioners thereon. No 
bid will be considered which is not 
submitted on a bidding sheet received 




















from the South Park Commissioners 
nd identified as above described Two 
copies of set « 
tion 
the 
“ee 
in 
ndition 
il be 
icilities 
exam 
o da 
t) 
tw 
the 
izgregate u int f the proposa 
named in the mitted bid, either 
( certified h I ible t 
t I Commissior m 
iccompany h pr ila guarar 
a4 the f& d tl ex bidder 
rhe s t  Y required 
enter I i I t and 
t nd +} an n¢ ¢ 
} 1 t | must | placed 
n a iled i in r 
‘ t } } ¢ € pe } i 
de ered t } secretary of the 
South Park ioners at 67th 
street ind ¢ tt é rove a nue be 
fore t tim mit stated P 4 
, ’ t t} i nta i there 
the envelope ha be marked f 
lows: 
Proposal for Covering for ie 
ce ing Tan ind Heating Pipe 
of the Alterations and Addition 
Stadium.” 
The South Park Comn one! ‘ 
the right to reject any or all prop 
J J. WHITTY, Secretar 
Dor t ! t Magazine 
M th. 19 
SOUTH PARK COMMISSIONERS PRO 
posals for heating and ventilating of 
the ilteratior nd ddition to the 
(jrar a ! Chicago sé d 
proposal r 1 } the South 
Par Comn ner th treet and 
Cottage Gr Chicago, I n 
intil 12 ! Ma 12, 192¢ 
r furnishi: | material and doing 
F tl r ! ‘ ir t complete 
the heating and ventilating alterations 
nd «addition to the Stadium to be 
erected on. the I é Front between 
Roe t road 1S eenth street ex 
tended, Chica », Il 1 accordance 
ith drawing ind pecifications, er 
titled Alteration ind Additions te 
S 1 m (Gran Parl prepared l 
i bird & R irchit Coy ‘ 
et pe ficat s, ir ling bidding 
heet ind in I be obt d at 
the offic t} south Par ‘ mr 
mers tl t t and Cott GG ‘ 
! rom tl ( r 
i f the South Par} 
having ré ¢ 
ns red All 
iding ‘biddi ng sheets 
f a he stam f the 
the Soutt Park ¢ mn 
Nn bid wil ! I 
I t bmit 1 or i 
p 1 from the ith 
‘oO ! ind lentif | 
bove de rit i ef 
f t n ind t of plar ! 
ur? ied ¢ | ition ich pr 
peetive bidder ipon fh leposit of 
$50.06 vhich ad t wv eT nded 
n return ¢ ns in an unmutilated 
ind rvicea ndit I Bidding 
blant to | | ee found in the 
. cifieatior k’'a f vil b pr 
ided for rrelin examina r f 
plans by bid I do not h to 
remove pla f , t} office Me 
l 7 -< the i? t t | 
half per cent 2 ) of the iverewate 
amount of the proposal named I the 
ibmitted bid either r irre? 
ertified che pavable to the South 
Park Commissioner " ta mpan 
ich proposal i l guarantee of the 
ood faith of the bidder The 
| bidder w be required ' 
nto a contract nd give a iret bond 
for 25% of tl imount of h conts ict 
Proposal must he placed na ealed 
nvelope, pla marked a tated be 
Ie Which envelope hall be delivered 
to the Secretar. of the South Park 
(omm ner t 57th tr and Cot 
tage Grove avenue before the time 
mit tated According to the 
bid contained therein the en lope 
iall be marked a follows: 
“Prop il for Heating and Ven 
tilating of the Alteration and 


Additions to 
The South Parl 
the right 


Stadium.” 
Commissioners reserve 
to reject any or all proposals 
E. J. WHITTY, Secretary 
Engineering Magazine 


1926. 


Domestic 
May &th, 





DOMESTIC ENGINEERING 





2000 Cubic Feet 
of Heated Air per Minute 


—wherever you want it! 


IMPLY loosen the top and bottom union con- 

nections of the Modine Unit Heater, turn the 

heater in the direction where heat is most need- 
ed, tighten the unions—and you are all set for acon- 
stant delivery of 2000 cubic feet of heated air per 
minute, right where you want it! The union con- 
nections serve as swivels—there are no braces, 
brackets or permanent mountings required to hold 
the heater rigidly in any one, fixed position. 





No other steam or hot water unit heater has this 
directional advantage, which is further supplement- 
ed by the adjustable deflector which throws the heat 
downward at any desired angle within 60 degrees. 
No other heater suspends from an overhead feed 
line. No other unit heater weighs so little (125 lbs.) 
and occupies such a small space (4! cubic feet), 
permitting “drop suspension” installation. No 
other heater delivers so great a volume of heat per 
unit of weight (165,000 B. T. U. per hour at 60°). 


Write for Bulletin “‘A’”’ which describes this rev- 
olutionary industrial heating system in detail. 


MODINE MANUFACTURING COMPANY 
Heating Division TherModine odine Racine, Wisconsin 


The illustration shows how simple 
itisto DIRECT THE HEAT from 
the Modine Unit Heater WHERE 
NEEDED — toward a bad door 
or window, lathe, work benches, 
etc. One man with a wrench 


UNIT HEATER eee 


FOR STEAM OR HOT WATER HEATING SYSTEM 











2 a ae 











